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Executive Summary 


The South Florida Water Management District's (SFWMD or District) strategic goal for its 
water supply plans is to identify sufficient water supply sources and projects to meetexisting 
and future reasonable-beneficial uses during 1-in-10-year drought conditions while 
sustaining water resources and related natural systems. This 2021 Upper East Coast Water 
Supply Plan Update (2021 UEC Plan Update) is the fourth update to the 1998 Upper East Coast 
Water Supply Plan, which previously was updated in 2004,2011,and 2016.This plan update 
is consistent with the water supply planning requirements of Chapter 373, Florida Statutes 
(F.S.), and presents population and water demand projections through 2045, a review of 
water supply issues and evaluations, and a list of water source options. It also examines local 
and regional water supply efforts completed since the 2016 planupdate and describes water 
resource and water supply development projects. 


This 2021 UEC Plan Update was developed in an open, public forum (Chapter 1). Meetings 
and workshops were held with waterusers,local governments, utilities agricultural industry 
and environmental representatives, and other stakeholders to solicit input, provide 
information about planning results, and receive comments on draft sections. Due to the 
COVID-19 pandemic, the SFWMD held virtual workshops for this water supply plan update. 


The UEC Planning Area covers more than 1,230 square miles, including all of Martin and 
St. Lucie counties and the northeastern portion of Okeechobee County, and generally reflects 
the watersheds of the C-23, C-24, C-25, and C-44 canals. Surface water systems in the 
UEC Planning Area include Lake Okeechobee, the Indian River Lagoon, the St. Lucie River and 
Estuary, and portions of the Loxahatchee River. There are more than 226 square miles of 
wetlands in the UEC Planning Area. Major wetland systemsin the UEC Planning Area indude 
the Allapattah Flats, Cane Slough, DuPuis Reserve, Jonathan Dickinson State Park, the 
Savannas, and Pal-Mar. 


Climate change and sea level rise are issues of concern, especially in coastal regions. South 
Floridais particularly vulnerable to potential changes in climate and sea level because of its 
location, regional variability in climate, hydrology, geology, low topography, natural 
resources, and dense population in coastal areas. To plan and prepare for regional climate 
change and sea level rise, the SFWMD is conducting research and computer modeling to 
better predict and reduce uncertainties, analyzing vulnerabilities in the current water 
management system, and developing effective adaptation strategies for the future. 
Coordination with other resource management entities and governments is vital to ensuring 
a common approach and shared information moving forward. 
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DEMAND ESTIMATES AND PROJECTIONS 


As described in Chapter 2 and Appendix A, the UEC Planning Area is home to nearly 
469,000 people and supports a large agricultural industry. The permanent population is 
projected to exceed 686,000 people by 2045, a 4796 increase from the 2019 base year 
estimate for this plan update. Approximately two-thirds of the UEC Planning Area's 
permanent population resides in St. Lucie County. Details about Public Supply (PS) utilities, 
includingthe populations within their serviceareas, are providedin Appendix B. 


Agriculture is a substantial part of the regional economy. However, agricultural irrigated 
acres are projected to decrease 2696, from 107,383 acres in 2019 to 79,004 acres in 2045, 
due to citrus crop loss from greening disease and a transition of agricultural lands to 
residential developments. Citrus is the dominant crop in the UEC Planning Area, covering 
more than 32,000 acres. However, by 2045, citrus is expected to decrease by 12,369 acres, 
and average demands are projected to decrease by 14.50 million gallons per day (mgd). 
Sugarcane also is a dominant crop in the region, accounting for more than 24,000 acres in 
2019 and 20,000 acresin 2045. 


Average water demands for the Agriculture (AG) use category are projected to decrease 
approximately 26%, from an average total water use of 174.72 mgd in 2019 to 130.10 mgd 
in 2045 (Table ES-1). Projected 1-in-10-year demands for AG are estimated to decrease 
approximately 2596, from 206.85 mgdin 2019 to 154.39 mgd in 2045. 


AG is projected to remain the largest water use category inthe UEC Planning Area, accounting 
for approximately 46% of the total 2045 projected demand. PS is the second largest water 
use category, representing 2996 of the total 2045 projected demand. Domestic Self-Supply 
(DSS), Commercial/Industrial/Institutional (CII), Landscape/Recreational (L/R), and Power 
Generation (PG) collectively account for approximately 2596 of the total 2045 projected 
demand. In the UEC Planning Area, the overall demands are projected to decrease by more 
than 396. The total demand projection for 2045 in this 2021 UEC Plan Update is 2196 lower 
than the estimated 2040 demand projectedin the 2016 UEC Plan Update. 


Table ES-1. Estimated and projected gross water demands under average rainfall conditions in 
the UEC Planning Area for 2019 and 2045. 


2019 Estimated 2045 Projected Percent Percentof Projected 
Use (mgd) Demand (mgd) Change 2045 Total 


Water Use Category 


77472 1300 | 2555 16.3% 


Landscape/Recreational 32.03 40.64 26.9% 14.5% 
17.91 17.47 
291.11 281.18 100.0% 


mgd = million gallons per day; UEC = Upper East Coast. 


Commer cial/industrial institutional 29.6% 
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DEMAND MANAGEMENT: WATER CONSERVATION 


Water conservation by all wateruse categories continues to be a priority to meetfuture water 
needs. Conservation programs often are among the lowest-cost solutions to meet future 
demands and can reduce costs over the long term if properly planned and implemented 
(Chapter 3). Conservation efforts in the UEC Planning Area have effectively lowered the net 
(finished) water per capita use rate for PS over the past two decades, from 167 gallons per 
capita per day in 2000 to approximately 130 gallons per capita per day in 2019. Analyses 
suggest that usersin the UEC Planning Area can collectively save an additional12.62 mgd by 
2045 ifvarious urban and agricultural conservation options are implemented. 


NATURAL SYSTEMS AND RESOURCE PROTECTION 


Natural surface water systems in the UEC Planning Area include the St. Lucie Estuary, Indian 
River Lagoon, Ten Mile Creek, and Lake Okeechobee. The water supply needs for natural 
systems are protected and addressed through regulatory mechanisms, restoration projects, 
and water resource development projects. 


In the UEC Planning Area, a minimum flow and minimum water level (MFL) and prevention 
strategy have been adopted for the St. Lucie Estuary (Chapter 4, Appendix C). The MFLs and 
recovery strategies for the Northwest Fork ofthe Loxahatchee River and Lake Okeechobee 
affect portions of the UEC Planning Area but are described in the Lower East Coast water 
supply plan updates (last updated in 2018). One water reservation has been adopted in the 
UEC Planning Area for the protection of fish and wildlife in the North Fork of the St. Lucie 
River that reserves water needed for proposed ecosystem restoration projects. Restricted 
allocation area rules have been establishedfor the C-23, C-24, and C-25 Canal System; North 
Palm Beach County/Loxahatchee River Watershed Waterbodies; Lake Okeechobee and the 
Lake Okeechobee Service Area (LOSA); and Floridan Aquifer Wells in Martin and St. Lucie 
Counties. 


Large ecosystem restoration projects are under way in the UEC Planning Area (Chapter 7) 
that are vital to improving and maintaining the viability of the region's water resources, 
including elements identified in the St. Lucie Estuary MFL prevention strategy. The 
Comprehensive Everglades Restoration Plan (CERP), a partnership between the United 
States Army Corps of Engineers (USACE) and SFWMD, is a critical component of ecosystem 
restoration and water supply in the UEC Planning Area. CERP includes numerous capital 
projects needed to protect and restore natural systems and increase water availability, 
including the Indian River Lagoon - South Project and the Lake Okeechobee Watershed 
Restoration Project. The Indian River Lagoon - South Project, which includes the 
C-44 reservoir and stormwater treatment area, aims to enhance water availability and 
improve water quality within the St. Lucie Estuary and Indian River Lagoon by reducing 
damaging effects of watershed runoff, decreasing peak freshwater discharges, and reducing 
nutrient loads, pesticides, and other pollutants. Although the Lake Okeechobee Watershed 
Restoration Project is not within the UEC Planning Area boundary, it does affect the region's 
water resources (i.e., the St. Lucie River and Estuary). The project aims to increase storage 
capacity in the watershed, resultingin improvedlake levels; improve thequantityand timing 
of discharges to estuaries (including the St. Lucie Estuary); restore wetlands; and improve 
water supply for existinglegal users. 
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WATER SOURCE OPTIONS 


Water users in the UEC Planning Area rely on surface water, groundwater (fresh and 
brackish), and reclaimed water (Chapter 5) to meet urban andagricultural demands. Surface 
water from canals and lakes, and fresh groundwater from the surficial aquifer system (SAS) 
are considered traditional water sources. Alternative water supply sources include brackish 
groundwater from the Floridan aquifer system (FAS), reclaimed water,seawater, and excess 
surface water and groundwater captured and stored in aquifer storage and recovery (ASR) 
wells, reservoirs, and other storage features. Use of alternative water supplies is an integral 
partofthe currentand future water supply strategy in the UEC Planning Area. 


PS utilities within the UEC Planning Area rely on fresh groundwater from the SAS and 
brackish groundwater from the FAS. Groundwater sources can meet 2045 PS demands 
however, increases in fresh groundwater allocations must meet the SFWMD's water use 
permitting resource protection criteria. Of the 15 PS utilities in the UEC Planning Area, one 
utility will need to construct new projects to meet its projected 2045 demands. However, 
6 utilities have proposed 23 new projects through 2045. These new projects will increase 
water supply capacity and distribution through expanded use of the FAS, extension of 
reclaimed water lines, and construction ofreservoirs. 


Fresh groundwaterfrom the SAS supplies 10096 ofthe estimated demandfor DSS in the UEC 
Planning Area. By 2045, DSS demand is expected to decrease over the planning horizon; 
therefore, existing groundwater from the SAS can continue to meetthe 2045 DSS demands. 


Within the UEC Planning Area, AG users rely primarily on surface water to meet their 
demands. Groundwater from the SAS is utilized to a much lesser extent. The FAS is used 
primarily for freeze protection or emergency backup supply duetothe brackish water quality 
thattypically requires blending with fresh water prior toits use for irrigation. A decrease in 
AG demandsis expected over the planninghorizon; therefore, existing surface water sources 
can continue to meet 2045 AG demands. 


L/R users, including golf courses, rely on surface water, fresh groundwater, and reclaimed 
water in nearly equal volumes. In addition, some L/R users meet their demands with treated 
brackish groundwater from the FAS. Increasesin L/R irrigation demands are expected to be 
met primarily through the expansion of reclaimed water systems. 


Increases in demands for the CII category through 2045 are expected to continue to be met 
primarily by fresh groundwater and surface water. PG demands will continue to be met 
primarily by surface water, fresh groundwater, and brackish groundwater, with use of 
reclaimed water whenavailable. Table ES-2 summarizes the variety of water source options 
that are typically used in the UEC Planning Area, by water use category. 


Table ES-2. Typical water source options for the water use categories in the UEC Planning Area. 


Fresh Surface Fresh Brackish 


Reclaimed Water 
Water Groundwater Groundwater 


Water Use Category 


Public Supply 
Domestic Self-Supply 
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Surface Water 


Surface water supply sources in the UEC Planning Area include the C-23, C-24, C-25, and 
C-44 canals as well as county and water control district canals, lakes, reservoirs, and on-site 
ponds. Water availability from the C-23, C-24, C-25, and C-44 canals is limited due to the 
implementation ofrestricted allocation area rules (Chapter 4). 


Fresh Groundwater 


The SAS is the primary source of fresh groundwater in the UEC Planning Area and is used by 
all water use categories except PG.The only PG facility with SAS useis the Martin Power Plant, 
which uses 0.02 mgd from the SAS for potable supply only. Large-scale use of the SAS is 
limited by rate of groundwater recharge, low aquifer productivity, potential impacts on 
wetlands, proximity to contamination sources, existing legal users, and the potential for 
saltwater intrusion. However, new small-scale uses ofthe SAS are viable in many locations. 
Saltwater interface mapping of the region indicates little to no movement ofthe saltwater 
interface in the SAS from 2009 to 2019 (Chapter 6). PS and AG are the largest users of fresh 
groundwater from the SAS in the UEC Planning Area. Water availability from the SAS will be 
determined on an application-by-application basis, considering the quantities required, local 
resource conditions, existing legal users, and viability of other supply options. 


In 2019, the SAS accounted for approximately 31% of PS use and 100% of DSS use in the 
UEC Planning Area. SAS use for PS is projected to increase from 20.04 mgd in 2019 to 
23.22 mgd by 2045, as utilities maximize their permitted allocations from this source. Most 
PS utilities in the UEC Planning Area are expanding their use of the FAS to meet demand 
increases and have proposed projects to meet future growth (Chapter 8). 


Brackish Groundwater 


Brackish groundwater from the FAS is used by seven PS utilities, six golf courses, several AG 
users, and one PG facility. Two PS utilities have proposed to withdraw from the FAS beginning 
in 2023 and 2028. The PS utilities use reverse osmosis treatment and have a combined 
treatment capacity of 59.04 mgd. In 2019, FAS water met 69% of PS demand. Current and 
future FAS demands were simulated using the SFWMD’s East Coast Floridan Model to assess 
the potential impacts of withdrawals on water levels, water quality, and the viability of the 
source through the planning horizon. The model results indicate no large-scale changes in 
water levels or water quality in the FAS are expected for most of the model domain through 
2045. There are some isolated areas with potential issues that may require further 
evaluation, such as the northeastern portion of the planning area. Modeling results are 
provided in Appendix D. Review of historical chloride data and model results indicates 
properly managed FAS wellfields can meet projected demandsthrough 2045. 


Current water level and water quality data for the FAS are discussed in Chapter 6. Review 
and analysis of FAS data indicate there have been no substantial regional changes; however, 
some local changes in water quality have been observed, which may be the result oflocalized 
pumping stresses or hydrologic conditions. FAS users may need to spread out withdrawal 
facilities or reduce individual well pumping rates to mitigate water quality changes. These 
areas should continue to be monitored through a coordinated effort with utilities and other 
FAS stakeholders. 
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Reclaimed Water 


Use of reclaimed water is an important component of managing water supplies in the 
UEC Planning Area. In 2019, all 20 existing wastewater treatment facilities provided a portion 
of their treated wastewater for reuse (Appendix E). These facilities treated a total of 
24.22 mgd and 3696 (8.77 mgd) was reused, primarily for irrigation of golf courses, parks, 
schools, and residences. However, 16.01 mgd of potentially reusable water was disposed, 
mainly through deep well injection. Wastewater flows are projectedto increase to 46.13 mgd 
by 2045. Many utilities have constructed the required treatment facilities to produce 
reclaimed water for public access irrigation in anticipation of increased reclaimed water 
demand in the future. Reclaimed water pipelines are proposed to be extended as new 
development occurs, substantially increasing the volume ofreuse by 2045. 


Water Storage 


Capturing surface water and groundwater during wet conditions for use during dry 
conditions increases the amount of available water. Waterstorage options include ASR wells 
and reservoirs, which are considered alternative water supplies. As of 2019, there are no 
operating ASR wellsin the UEC Planning Area. The SFWMD has builtand conducted aquifer 
performance testing for one ASR exploratory well (Port Mayaca), and several ASR wells are 
planned by the City of Port St. Lucie Utility Systems Department to meet future water 
demands. 


Regional reservoirs (e.g., C-44, C-23/C-24 North and South, C-25) associated with large 
ecosystem restoration projects (Chapter 7) will attenuate stormwater, provide water quality 
treatment, store excess surface water, and enhance surface water availability during the dry 
season. On a smaller scale, local agricultural reservoirs can store recycled irrigation water 
and/or collect stormwater runoff. 


FUTURE DIRECTION 


Chapter 9 contains guidance to help focus future effortsin the region to meet projected water 
needs. Some of the key suggestions to regional stakeholders, including the SFWMD, utilities, 
other government agencies, agriculturalinterests, and environmental groups, are as follows: 


è Continue implementation of water conservation programs throughout the 
UEC Planning Area to increase water use efficiency and reduce the amount of water 
needed to meet future demands. 


è Continue implementation of the St. Lucie Estuary MFL prevention strategy, and 
review and update the strategy, as appropriate, in conjunction with future water 
supply plan updates. 


è Identify wells critical to long-term monitoring and modeling to ensure they are 
constructed, maintained, or replaced, as necessary. 


è Continue mapping the saltwater interface and identify areas of concern that might 
require enhanced monitoring or changes in wellfield operations. 
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Continue characterizing, monitoring, and designingadaptation solutions in response 
to climate change and sea level rise impacts to water supply. 


Design new FAS wellfields to maximize withdrawals while minimizing water level 
and water quality changes. This likely will require a combination of additional wells 
with greater spacing between wells, lower-capacity wells, and continued refinement 
of wellfield operational plans. 


Continue supporting ecosystem restoration efforts, including CERP. 


Complete repairs to the Herbert Hoover Dike (performed by the USACE) and 
implement a new Lake Okeechobee System Operating Manual. 


Continue developmentofalternative water supplies, including maximizing theuse of 
reclaimed water. 


Develop regional and local reservoirs and other storage systems, where possible, to 
increase surface water availability for environmental, agricultural, and urban water 
supply needs. 


CONCLUSIONS 


Building on the findings and conclusions of previous UEC water supply plan updates, this 
2021 UEC Plan Update assesses water supply demand and available sources for the 
UEC Planning Area through 2045. This plan updateconcludesthat future waterneeds ofthe 
region can be met through the planning horizon withappropriate management, conservation, 
and implementation of projects identified herein. Meeting future water needs through 2045 
depends on the following: 


Ó 
Si 


Construction of one potable water supply development projectby one PS utility; 


Implementation of the CERP Indian River Lagoon - South Project and other 
ecosystem restoration projects; and 


Completion of repairs to the Herbert Hoover Dike by the USACE and subsequent 
implementation ofa new Lake Okeechobee System Operating Manual. 


Successful implementation of this 2021 UEC Plan Update requires coordination and 
collaboration with local governments, utilities, agriculturalinterests, and other stakeholders. 
This partnering should ensure water resources continue to be prudently managed and 
available to meet future demands, while also protecting water resources, including natural 
systems. 
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Introduction 


The South Florida Water Management District (SFWMD 2 
or District) develops and updates regional water supply TORICS 7 
plans to address current and future water needs while 2021 UEC Plan Update 
protecting central and southern Florida's water di 
resources. This 2021 Upper East Coast Water Supply Plan Goal and Objectives 
Update (2021 UEC Plan Update) assesses existing and Legal Authority and 
projected water demands as well as water sources to Requirements 
meet those demands through 2045 for Martin and 
St.Lucie counties and the northeastern portion of 
Okeechobee County (Figure 1-1). The plan update 
presents population estimates, water demands and 
projections (Chapter 2), water resource and water | è Progress Since the 2016 UEC 
supply development projects (Chapters 7 and 8, Plan Update 

respectively), and related water supply planning 
information forthe 2019 to 2045 planning horizon. Designedto be a planning guide for local 
governments, utilities, agricultural operations, and other water users, this 2021 UEC Plan 
Update provides a framework for water supply planning and management decisions in the 
UEC Planning Area. 


Regionaland Local Planning 
Linkage 


Plan Development Process 


The UEC Planning Area covers approximately 1,230 square miles and generally reflects the 
watersheds ofthe C-23, C-24, C-25, and C-44 canals. Tothe north of the UEC Planning Area is 
the St. Johns River Water Management District, to the west is the Lower Kissimmee Basin 
Planning Area and Lake Okeechobee, tothe south is the Lower East Coast Planning Area, and 
to the east is the Atlantic Ocean. In the eastern portion of the planning area, there are 
metropolitan areas from Fort Pierce to Stuart, and in the western portion, there is a mixture 
of agricultural and urban areas from Okeechobee to Indiantown. Along the eastern boundary 
of the planning area are the St. Lucie Estuary and Indian River Lagoon, which provide critical 
habitat to a wide variety of species. 


Notable water resources that are partially in and affect the UEC Planning Area include the 
Northwest Fork of the Loxahatchee River and Lake Okeechobee. Because these two water 
bodies span more than one planning area, they are noted in this plan update but are fully 
addressed in the 2018 Lower East Coast Water Supply Plan Update (SFWMD 2018). The 
Northwest Fork of the Loxahatchee River extends from southern Martin County into northern 
Palm Beach County. Lake Okeechobee serves as a boundary for four of the SFWMD’s water 
supply planning areas. The Lake Okeechobee Service Area includes portions of Palm Beach, 
Martin, Okeechobee, Hendry, Glades, and Lee counties that depend on surface water from 
Lake Okeechobee and its connected conveyance canals for supplemental water supply. 
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Figure 1-1. Upper East Coast Water Supply Planning Area. 


Determining the availability of water needed to meet projected demands requires 
consideration of the area’s water resources. The primary sources of fresh water throughout 
the UEC Planning Area are surface water and groundwater. To a much lesser extent, 
reclaimed water also is used. Major surface water resources for the UEC Planning Area 
include the C-23, C-24, C-25, and C-44 canals as well as Lake Okeechobeeand its hydraulically 
connected water bodies. The availability of surface water in the planning area is limited, 
primarily due to water resource protection criteria (Chapter 4). Groundwater resources in 
the UEC Planning Area include the surficial and Floridan aquifer systems (SAS and FAS). 
Further information aboutwater source options is provided in Chapter 5. 


2 | Chapter 1: Introduction 


2021 UEC PLAN UPDATE 


The 2021 UEC Plan Update reflects the changes experienced in the UEC Planning Area since 
2016,and their effect on water use and projected water demands. The 2021 UEC Plan Update 
consists of two documents: the planning document with appendices, and the Support 
Document for the 2021-2024 Water Supply Plan Updates (2021-2024 Support Document; 
SFWMD 2021). The planning document and appendices focus on the UEC Planning Area. The 
2021-2024 Support Document discusses aspects common to four of the SFWMD regional 
planning areas, including the legal authority and requirements for water supply planning. 
The Upper Kissimmee Basinis not included inthe SupportDocument because itis part ofthe 
Central Florida Water Initiative, whichhas its own support documents. 


GOAL AND OBJECTIVES 


The goal of the 2021 UEC Plan Updateis to identify sufficient water supply sources and future 
projects to meet existing and future reasonable-beneficial uses during 1-in-10-year drought 
conditions through 2045 while sustaining water resources and natural systems. The 
objectives ofthe 2016 UEC Plan Update werereviewed and modifiedto develop thefollowing 
objectives for this 2021 UEC Plan Update: 


1. Water Supply - Quantify sufficient volumes of water and water supply projects to meet 
reasonable-beneficial consumptive uses projected through 2045 under 1-in-10-year 
drought conditions. 


2. NaturalSystems - Protectand enhance natural systems and water resources including 
the St. Lucie River and Estuary, the Indian River Lagoon, the Northwest Fork of the 
Loxahatchee River, and other federal, state, and locally identifiednatural areas. 


3. Water Conservation and Alternative Source Development - Encourage water 
conservation measures to improve water use efficiency. Continue to encourage 
development ofthe FAS as an alternative water supply (AWS) and monitor the aquifers 
to enhance understanding ofthe relationships among wateruse, water levels, and water 
quality. Develop water storage options, including aquifer storage and recovery (ASR) 
systems and reservoirs, and promote projects that increase use of reclaimed water. 


4. Linkage with Local Governments - Provide information to support local government 
Comprehensive Plans. Promote compatibility of the plan update with local government 
land use decisions. 


5. Compatibility and Linkage with Other Efforts - Achieve compatibility and integration 
with the following planning-related activities: 

¢ Other state and federal water resource initiatives in the planning area; 

¢ Existing and proposed environmental projects; 

* Modifications to operating schedules for regional systems, including Lake 
Okeechobee; and 

* Water use permitting process, minimum flow and minimum water level (MFL) 
criteria, water reservations, and restricted allocation areas (RAAs). 
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LEGAL AUTHORITY AND REQUIREMENTS 


The legal authority and requirements for water supply planning are includedin Chapters 163, 
187,373,and 403, Florida Statutes (F.S.). In accordance with Florida's Water Protection and 
Sustainability Program, regional water supply plans and local government Comprehensive 
Plans must ensure that adequate potable water facilities are constructed and concurrently 
available to meet the demands of new development. The water supply planning region 
identified in this plan shall be considered a Water Resource Caution Area under 
Section 403.064, F.S., and affected parties may challenge the designation pursuant to 
Section 120.569, F.S. 


In addition to water supply planning, the SFWMD is required by statute to provide updates 
for a variety of resource development, restoration, and monitoring programs implemented 
within the District's boundaries. Such updates are provided in the annual publication of the 
South Florida Environmental Report, which is referenced as needed in this plan update. 


REGIONAL AND LOCAL PLANNING LINKAGE 


The SFWMD's regional water supply planning process is closely coordinated and linked to 
the local water supply planning of municipal /county governments and utilities. Coordination 
and collaboration among all watersupply planning entities is needed throughout the regional 
water supply plan development and approval process. 


While this 2021 UEC Plan Update addresses regional and Districtwide water supply issues, 
local governments are required to plan for their water and wastewater needs (as well as 
other infrastructure and public service elements) through their Comprehensive Plans. Local 
Comprehensive Plans also include Water Supply Facilities Work Plans (Work Plans), which 
are required by statute. In addition, local governments are required by statute to update their 
Work Plans and adopt revisions to their Comprehensive Plans within 18 months following 
approval of this 2021 UEC Plan Update. Revisions may include population projections, 
established planning periods, existing and future water resource projects, intergovernmental 
coordination activities, conservation and reuse measures, and the capital improvements 
element. More information on Comprehensive Plan and Work Plan requirementis provided 
in the 2021-2024 SupportDocument (SFWMD 2021). 


To assist local governments in updating their Comprehensive Plans and Work Plans, the 
SFWMD has developed technical assistance tools and informational documents, which are 


available on the SFWMD website (https: / /www.sfwmd.gov/doing-business-with-us / work- 


plans). Additional information about developing a Work Plan is available from the Florida 


Department of Economic Opportunity website (www.floridajobs.org/community-planning- 


and-development/programs /community-planning-table-of-contents /water-supply- 
planning). 
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PLAN DEVELOPMENT PROCESS 


This 2021 UEC Plan Update describes how anticipated water supply needs will be met in the 
UEC Planning Area through 2045. The planning process used to develop this 2021 UEC Plan 
Update is outlined below. 


1 


Planning and 
Assessment 


The process incorporated 


public participation and 
coordination with local 
stakeholders, including 
water supply utilities, 
agricultural operations, 
nongovernmental 
environmental groups, 
local governments, the 
Florida Department of 


Environmental Protection, 
the Florida Department of 
Agriculture and Consumer 


Services, and other 
appropriate state and 


federal agencies. A review 


of previous planning 
efforts in the region and 
documentation of 
activities since the 


approval of the 2016 UEC 


Plan Update were key 
starting points. 


PLAN DEVELOPMENT PROCESS £3 


2 


Data Collection, 
Analysis, and Issue 
Identification 


Using the 2016 UEC 
Plan Update asa 
foundation, developing 
this plan update 
involved collecting the 
latest information on: 
current and projected 
population and water 
demands (Chapter 2), 
water conservation 
(Chapter 3), water 
resource protection 
(Chapter 4), water 
source options 
(Chapter 5), and water 
resource analyses 
(Chapter 6). 


3 


Evaluation of Water 
Resources and Water 
Source Options 


This phase of the 
planning process 
involved reviewing 
existing monitoring 
data and updated 
regional modeling used 
for evaluation of water 
resources to identify 
issues. Where projected 
demands exceed 
available supplies, 
water supply project 
options were identified, 
including alternative 
water supplies and 
water conservation. 


4 


Identification of 
Water Resource and 
Water Supply 
Development Projects 


Where resource 
conditions warranted, 
water resource 
development projects 
were identified 
(Chapter 7). Water 
supply development 
projects intended to 
meet water needs over 
the planning horizon 
were identified, 
compiled, and 
evaluated by the 
SFWMD with input 
from stakeholders, the 
public, and other 
agencies. Additionally, 
the projects were 
screenedfor 
permitting feasibility 
(Chapter 8). 
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Public Participation 


Public participation is a key component of the water supply plan development process to 
ensure the plan addresses the issues and concerns of stakeholders and thatthe direction and 
projects are appropriate for future water needs. Due to the COVID-19 pandemic, the SFWMD 
held three virtual workshops (two stakeholder meetings and one technical modeling 
workshop) for this water supply plan update. Stakeholders representing a variety of interests 
in the region, such as agriculture, industry, environment, utilities, local government planning 
departments, and state and federal agencies as well as the general public, were invited to 
attend the workshops. The workshops provided participants with an opportunity to review 
and comment on projected demands, water supply issues, the condition of regional water 
resources, water source options, groundwater modeling, and other key aspects of the water 
supply plan update. 


Individual meetings were held throughout the planning process with public supply utilities, 
other planning agencies, local government planning departments, and agricultural 
representatives to discuss water demand projections and coordinate planning efforts. During 
meetings with the region’s major utilities and local governments, population and demand 
estimates and projections were reviewed and verified, and the condition of regional water 
resources and AWS development efforts were discussed. Additionally, a presentation was 
made to the District’s Governing Board, providing an overview of the plan update and 
soliciting comments. Following the public comment period, the final version of the plan 
update was brought to the District's Governing Board for consideration of approval. 


PROGRESS SINCE THE 2016 UEC PLAN UPDATE 


Since the 2016 UEC Plan Update, the following activities and programs in the UEC Planning 
Area are enhancing the region's water resources, water supply, and natural systems. 


Modeling and Hydrologic Studies 


è FAS Monitoring Network - The SFWMD maintains and updates a network of more than 
117 FAS monitor wells, 16 of which are within the UEC Planning Area. Water level data 
from the monitor wells are evaluated to help manage use of the FAS as a water supply 
source. In addition, water quality sampling and analyses are conducted periodically to 
observe any trends that might signal overuse of the resource. 


è East Coast Floridan Model - The East Coast Floridan Model (Giddings et al. 2014) was 
updated and used to identify potential changes in water quality, flows, and water levels 
in the FAS for the 2019 and 2045 withdrawal scenarios (Billah et al. 2021). Chapter 6 
provides information about the modeling effort for this plan update. 


è Hydrogeologic Studies - Between 2016 and 2020, the SFWMD and its partners 
completed the following hydrogeologic investigations: 


¢ Caulkins Water Farm Pilot Project, part of the SFWMD’s Dispersed Water 
Management Program - water quality monitoringcommenced in 2016 and is ongoing 
(Janzen etal. 2017). 

¢ Geochemistry of the Upper Floridan aquifer and Avon Park permeable zone 
(Geddes etal. 2018). 
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$ Updated Delineation of the Saltwater Interface in Martin and St. Lucie Counties - 
The SFWMDreviewed water quality data from Martin and St. Lucie countiesand updated 
maps to compare the 2009, 2014, and 2019 extentofsaltwater intrusion within the SAS. 


Water Storage, Construction, and Restoration Projects 


è Herbert Hoover Dike/Lake Okeechobee - 
In 2007, the United States Army Corps of 
Engineers (USACE) designated the Herbert 
Hoover Dike as a Class I risk, the highest risk 
for dam failure. Of the 32 culverts slated to 
be replaced, removed, or abandoned, 
27 have been completed and the remaining 
5 are under construction. The Dam Safety 
Modification Study identified 56.3 miles of 
the dam as needing improvement, of which 
40 miles (71%) have been completed. 
Construction of all works are currently 
scheduled for completion by the end of 
2022. 


Herbert Hoover Dike 


$ Lake Okeechobee Watershed Restoration Project - Part of the Comprehensive 
Everglades Restoration Plan (CERP), the purpose of the Lake Okeechobee Watershed 
Restoration Project is to improve the ecology of Lake Okeechobee, decrease regulatory 
releases tothe St. Lucie and Caloosahatchee estuaries, restore freshwater wetlands in the 
watershed, and improve water supply for existing legal users. The project team prepared 
a Final Integrated Project Implementation Report and Environmental Impact Statement 
that was released in August 2020 for public review. A Final Chiefs Report and 
Congressional authorization is pending for the project. The recommended plan includes 
construction of up to 80 ASR wells located in clusters throughout the Lake Okeechobee 
watershed. The Florida State Legislature appropriated $100 million [$50 million in Fiscal 
Year (FY) 2020 and $50 million in FY2021] to the SFWMD for the design, engineering, 
and construction of the specific project components designed to achieve the greatest 
reductions in harmful discharges to the Caloosahatchee and St. Lucie estuaries. 


è Indian River Lagoon - South Project - The Indian River Lagoon - South (IRL-S) project 
is part of CERP and was authorized by the Water Resource Development Act of 2007. The 
purpose of the IRL-S Projectis to restore, preserve, and protect the Indian River Lagoon, 
St. Lucie Estuary, and associated watershed while maintaining the existing level of flood 
control and water supply. Structural project components for the IRL-S Project, such as 
reservoirs and stormwater treatment areas (STAs), will capture, store, and treat local 
runoff to the Indian River Lagoon and St. Lucie Estuary from the C-44, C-23, C-24, and 
C-25 basins. Since 2016, the C-44 reservoir and STA have been constructed and are in 
initial testing stages. The other structural components of the IRL-S Project (C-23 to 
C-44 Interconnect and the C-23/C-24 and C-25 STAs and reservoirs) are discussed in 
Chapter 7. 
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$ Ten Mile Creek Water Preserve Area - The Ten Mile Creek Water Preserve Area 
consists of a 526-acre water storage area and 132-acre polishing cell that improves the 
quantity and timing of water discharged into the North Fork of the St. Lucie River. 
Originally constructed by the USACE, the project was transferred to the SFWMD in 
May 2016. Rehabilitation of the water preserve area was completed, and routine 
operation at a 4-foot maximum depth commenced in August 2017. See Chapter 7 for 
more details. 


$ Lakeside Ranch STA - The Lakeside Ranch STA is a key component of the Northern 
Everglades and Estuaries Protection Program designed to reduce phosphorus loads to 
Lake Okeechobee. Located in northwestern Martin County, the Lakeside Ranch STA 
project consists of canals, levees, treatment cells, a central preserve area, and a southern 
preserve area on a 2,700-acre parcel of land adjacent to Lake Okeechobee. Phase II 
consisted of constructing STA-South (completed in January 2019) and the S-191A pump 
station (completed in August 2021). See Chapter 7 for more details. 


Grant Funding Program 


As part of the regional water supply plans' water resource development component 
(Chapter 7), and to assist local water users in implementation of the water supply 
development component (Chapter 8), the SFWMD periodically provides funding assistance 
to public water suppliers, local governments, special districts, homeowners' associations, 
water users, and other public and private organizations for AWS and water conservation 
projects that are consistent with the SFWMD’s core mission. Water supply development 
projects are those that involve "planning design, construction, operation, and maintenance 
of public or private facilities for water collection, production, treatment, transmission, or 
distribution for sale, resale, or end use" [Section 373.019(26), F.S.] and are primarily the 
responsibility of local water providers. In 2019, the Florida Department of Environmental 
Protection and SFWMD initiated annual funding forthe construction and implementation of 
AWS and water conservation projects to qualified applicants through the AWS Funding 
Program. 


è Alternative Water Supply - From FY2016 through FY2021, the SFWMD provided 
AWS project funding for four projects that were completed or are under construction 
in the UEC Planning Area, generating 9.5 million gallons per day (mgd) of additional 
water capacity. 


è Water Conservation -From FY2016 through FY2021,the SFWMD provided funding 
for eight water conservation projects thatwere completed or are beingimplemented 
in the UEC Planning Area. The projects are estimated to save 1.10 mgd. 
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Demand Estimates 
and Projections 


This chapter summarizes the water demand 
estimates and projections for theUpper East Coast 
(UEC) Planning Area of the South Florida Water 
Management District (SFWMD or District) 
through the planning horizon (2019 to 2045). 
Estimates and projections are presented by water 
use category and were developed in coordination 
with various stakeholder groups, including 
agriculture, utilities, industry, local governments, 
and other interested parties. A detailed discussion 
of the data collection and analysis methodology is 
provided in Appendix A. 


Water demands in the UEC Planning Area are 
driven by agricultural irrigation, followed by 
potable water use provided by utilities. Due to 
greening disease (huanglongbing), citrus acreage 
and production continue to decrease. Water 
demand projections presented for citrus are 


TOPICS & 


Water Demand 
Water Use Categories 


Population Estimates and 
Projections 


Public Supply 
Domestic Self-Supply 
Agriculture 


Commercial/Industrial/ 
Institutional 


Landscape/Recreational 

Power Generation 

Summary of Demand Estimates 
Demand Projections in Perspective 


based on the assumption that the number of active citrus groves will continue to decline 
through the planning horizon (2045). Acreages of all other crops are also projected to 
decrease. Startingin early 2020, the COVID-19 pandemic has had significant impacts to the 
economy, particularly to businesses and tourism. However, residential development has 
expanded at arobust ratein Martin and St. Lucie counties. The UEC Planning Area population 
continues to increase, and the average per capita use rate increased slightly between 2016 


and 2019. 
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WATER DEMAND 


Water demands can be described and analyzed in two ways: gross demand and net demand. 
Gross demand isthe volume of water withdrawn or diverted from a groundwater or surface 
water source. This definition serves as the basis for water allocations established through 
water use permits issued by the SFWMD. Further information on water use permitting is 
provided in the Support Document for the 2021-2024 Water Supply Plan Updates 
(2021-2024 Support Document; SFWMD 2021). Net demand refers to the volume of water 
delivered to end users after accounting for treatment losses and delivery system 
inefficiencies. For Public Supply (PS) and Domestic Self-Supply (DSS), demands commonly 
are referred to as raw and finished demands rather than gross and netdemands respectively. 
In this 2021 Upper East Coast Water Supply 
Plan Update (2021 UEC Plan Update), net 
demand is equal to gross demand for all 


water use categories except PS. Average Rainfall and 1-in-10-Year Drought 


This 2021 UEC Plan Update presents | An averagerainfall yearis defined asa year 
demands for average rainfall and | witha rainfall amount that has a 5096 


1-in-10-year drought conditions probability of being exceeded in any other 
(Appendix A). Section 373.709, Florida year 


Statutes (F.S.), states the level-of-certainty 
planning goal associated with identifying 
water demands contained in water supply 
plans shall be based on meeting demands 
during 1-in-10-year drought conditions 
for atleast a 20-year period. Although not 
quantified in this plan, environmental 
demands are addressed through resource 
protection criteria (Chapter 4). 


WATER USE CATEGORIES 


Water demands for this 2021 UEC Plan Update are estimated in 5-year increments for the six 
water use categories listed below, which were established by the Florida Department of 
Environmental Protection (FDEP) in coordination with the state’s water management 
districts. The water use category names and acronyms have been updated for this plan to 
align with other water supply planning efforts across the state. 


A 1-in-10-year droughtis defined as a year in 
which below normal rainfall occurs, with a 90% 
probability of being exceeded in any other 
year. It has an expected return frequency of 
once in 10 years. 


$ Public Supply (PS) - Potable water supplied by water treatment plants with a 
current allocation of 0.10 million gallons per day (mgd) or greater. 


$ Domestic Self-Supply (DSS) - Potable water used by households served by small 
utilities (less than 0.10 mgd) or self-supplied by private wells. 


$ Agriculture (AG) - Self-supplied water used for commercial crop irrigation, 
greenhouses, nurseries, livestock watering, pasture irrigation, and aquaculture. 


è Commercial/Industrial/Institutional (CII) - Self-supplied water associated with 
the production of goods or provision of services by industrial, commercial, or 
institutional establishments. 
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$ Landscape/Recreational (L/R) - Self-supplied and reclaimed water used to irrigate 
golf courses, sports fields, parks, cemeteries, and large common areas such as land 
managed by homeowners' associations and commercial developments. 


$ Power Generation (PG) - Self-supplied and reclaimed water used for cooling 
potable, and process water by power generation facilities. 


Table 2-1 presents estimated (2019) and projected (2045) average gross water demands, by 
water use category, in the UEC Planning Area forthis water supply plan update. AG accounts 
for the majority of current and projected demands, followed by PS, L/R, PG, DSS, and CII. A 
small decrease in total demand is projected throughthe planning horizon. 


Table 2-1. Estimated (2019) and projected (2045) average gross water demands (in mgd) for 
the UEC Planning Area, by use category. 


Water Use Category 


UEC - Upper East Coast; mgd - million gallons per day. 


POPULATION ESTIMATES AND PROJECTIONS 


Population estimates and projections were used to 
develop demands for all water use categories except 
PG. Developing population estimates and projections | All population estimates and 
required multiple sources of information, including | projections are for permanent 
county-level data from the Bureau of Economic and | residents, as defined by the United 
Business Research (BEBR), consistent with | States Census. However, the per 
Section 373.709(2)(a), F.S., sub-county data from | capita use rate, whichis used to 
traffic analysis zones, and local data from local | calculate water demands, reflects 
government Comprehensive Plans. AppendixA | use by seasonalresidents as well. 
provides further details on the development of 
population estimates and projections. Draft results were presented tothe region's larger PS 
utilities to ensure accuracy and obtain agreement with final 2045 population projections in 
the plan update. 
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In 2019, the estimated population within the UEC Planning Area was 468,498 permanent 
residents (Table 2-2). BEBR projections indicate the UEC Planning Area population will grow 
to 686,409 permanent residents in 2045, an increase of approximately 47%. Nearly 
two-thirds of the UEC Planning Area population resides in St. Lucie County, while Martin 
County accounts for approximately one-third, and this trend is expected to continue. As 
explained in Appendix A, BEBR high projections were used for St. Lucie County and BEBR 
medium projections were used for Martin and northeastern Okeechobee counties. Only a 
small population that relies on DSS resides inthe northeastern portion of Okeechobee County 
within the UEC Planning Area. Detailed population projections for PS utilities and county DSS 
areas are provided in Appendix A. 


Table 2-2. Permanent resident population served by PS and DSS in the UEC Planning Areain 
2019 and 2045. 


2019 Population | 2045 Population 


County 
151,506 7,092 158,598 183,730 9,271 193,001 


272,297 37,060 309,357 | 459,716 33,085 492,801 
Okeechobee? — 0 | s | 54 | 0| $7 | o 
UEC Planning Area Total! 423,803 44,695 468,499 643,446 | 42,963 | 686,409 


DSS = Domestic Self-Supply; PS = Public Supply; UEC = Upper East Coast. 
* Values listed are only for the area within the UEC Planning Area boundary. 


PUBLIC SUPPLY 


The PS category includes potable water supplied by water 
treatment plants with a current allocation of 0.10 mgd or 
greater. Developing PS demand projections in the UEC Planning 
Area was a multistep process that included determining PS 
utility service area and DSS populations, calculating per capita 
use rates (PCURs), and projecting future water needs. 


Perceived discrepancies 


in table totals are due to 
rounding. 


Per Capita Use Rates 


For each PS utility, a net (finished) water PCUR was developed using past population 
estimates and finished water data reported to the FDEP. The PCUR for each utility is a 5-year 
(2015 through 2019) average, calculated by dividing annual net (finished) water volume by 
the corresponding service area population for each year. For PS demand projections, PCURs 
were assumed toremain constant through 2045. To calculate projected gross (raw) demands, 
the treatmentefficiency for each utility, based on treatment process type(s) expected in 2045, 
was applied as araw-to-finished ratio. Any demand reductions dueto historical conservation 
practices are implicitly factored into the projections by using the 5-year average PCUR. 
Future water conservation savings (Chapter 3) were not factored into the demand 
projections used in this plan update due to water savings uncertainties. PS service area and 
water treatment plant maps are provided in Appendix A. Utility profiles containing 
population and finished water use data and projections as well as permitted allocations are 
provided in Appendix B. 
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PS Demand Estimates and Projections 


Tables 2-3 and 2-4 present PS gross (raw) and net (finished) water demands, respectively, 
in 5-year increments by county. The results indicate PS gross (raw) water demands will 
increase approximately 50%, from 56.26 mgd in 2019 to 81.62 mgd in 2045 under average 
rainfall conditions. Calculation of 1-in-10-year demand is increased based only on the 
outdoor portion of PS use, and the methodology is explained in Appendix A. 


Table 2-3. PS gross (raw) water demands in the UEC Planning Area, by county. 


| Gross (Raw) Demand — Average Rainfall Conditions (mgd) 2045 1-in-10-Year 


oat Demand 


Okeechobee | 000| 0.00] 000 | aal ooo) ooo) ooo) 0.00 
[UECPlanningAreaTotal 56.26 | 58.52 | 64.07 | 68.22 | 73.74 | 77.81 | 81.62 | — 3105 | 


mgd - million gallons per day; PS = Public Supply; UEC = Upper East Coast. 
* Values listed are only for the area within the UEC Planning Area boundary. No PS utilities are located in the portion of 
Okeechobee County within the UEC Planning Area. 


Table 2-4. PS net (finished) water demands in the UEC Planning Area, by county. 
| Net (Finished) Demand — Average Rainfall Conditions (mgd) 2045 1-in-10-Year 


20 Demand 


Okeechobee | ooo | om | 0.00 | ooo | oo0| ooo | ooo) 090 | 
‘UEC Planning AreaTotal 47.37 | 49.28 | 53.76 | 56.94 | 61.33 | 64.68 | 67.83| 7573 | 


mgd = million gallons per day; PS = Public Supply; UEC = Upper East Coast. 
* Values listed are only for the area within the UEC Planning Area boundary. No PS utilities are located in the portion of 
Okeechobee County within the UEC Planning Area. 


DOMESTIC SELF-SUPPLY 


The DSS category includes potable water used by households that are served by small utilities 
with current allocations less than 0.10 mgd or that are self-supplied by private wells. 
Permanent resident populations within DSS areas were developed simultaneously with the 
PS population estimatesand projections. Allpermanent residents outside of PS utility service 
area boundaries were considered DSS population. Population projection methodology and 
results are further described in Appendix A. 


Table 2-5 contains the UEC Planning Area’s DSS demand estimates and projections under 
average rainfall conditions. The average PCUR of PS utilities in the county were used to 
calculate demands. For DSS demands, the raw to finished water ratiois assumed to be 1.00. 
Therefore, no distinction is made between gross (raw) and net (finished) water demands. 
Average DSS demands in 2019 were 5.76 mgd for 44,695 permanent residents (Table 2-2). 
DSS demands are expected to decrease 3%, to 5.61 mgd for 42,963 residents in 2045. This 
decrease can be attributed tolow anticipated growthin DSS areas and expansion of PS utility 
service areas over the planning horizon. 
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Table 2-5. DSS gross (raw) water demands in the UEC Planning Area, by county. 
Demand - Average Rainfall Conditions (mgd) 2045 


County 2019 | 2020 | 2025 | 2030 | 2035 | 2040 | 2045 Uim 
Demand 
4. 


[Stluie | aso | 479 | 497 | 54s | 396 | aos | aro | aar — 


[Okeechobee* ^ opp | 0.05 | 0.06 | 0.06 | 006 | 0.06 | 006 | 007 ` 
| UECPlanningAreaTotal| 5.76 | 5.96 | 6.23 | 6.48 | 5.36 | 5.48 | 5.61 | 6.23 | 


DSS = Domestic Self-Supply; mgd = million gallons per day; UEC = Upper East Coast. 
* Values listed are only for the area within the UEC Planning Area boundary. 


AGRICULTURE 


The AG category includes self-supplied water used for commercial crop irrigation, 
greenhouses, nurseries, livestock watering, pasture irrigation, and aquaculture. AG is the 
largest water use category in the UEC Planning Area, accounting for 174.72 mgd (60%) ofthe 
region's total estimated water demand in 2019. Agricultural production in the UEC Planning 
Area is of regional significance, with 107,383 acres under irrigation (Figure 2-1). In 2018, 
output from the crop, livestock, and fisheries sectors located within the UEC Planning Area 
contributed $558 million tothe regional economy (Court and Ferreira2020). 


Agricultural acreage data published by the Florida Department of Agriculture and Consumer 
Services (FDACS 2020) were used to determine water demands for this 2021 UEC Plan 
Update. Pursuant to Section 373.709(2)(a), F.S., water management districts are required to 
consider FDACS water demand projections. Any adjustments or deviations from the 
projections published by FDACS, "...must be fully described, and the original data must be 
presented along with the adjusted data." A detailed description of the analyses and 
adjustments is provided in Appendix A. 


Agricultural water demand was determined using the Agricultural Field-Scale Irrigation 
Requirements Simulation (AFSIRS) model (Smajstrla 1990). No distinction was made 
between net and gross water demands. The FDACS irrigated crop acres, soil types, growing 
seasons, and irrigation methods were used as input data for the AFSIRS model. AG demand 
estimates and projections arebasedon the commercially grown crop categories in Table 2-6, 
as generally developed by the FDEP and water management districts for use in water supply 
plans. Citrus and sugarcane are the predominantirrigatedland use in the UEC Planning Area, 
encompassing 56,559 acres with an average demand of 87.23 mgd in 2019 (Table 2-6). 
Together, these two crop types account for approximately half of the irrigated acreage and 
demand under average rainfall conditions. Irrigated fresh market vegetables, hay, and 
greenhouse/nurseries are the next largest AG categories, with a combined 46,473 acres and 
76.14 mgd of irrigation demandin 2019. 
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Figure 2-1. Agricultural irrigatedland in the UEC Planning Area (Data from: FDACS 2020). 
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Table 2-6. Agricultural irrigatedacres and gross water demands (in mgd) in the 
UEC Planning Area, by crop type. 


2019 2045 


Demand Demand Demand Demand 


Fresh Market Vegetables 20,586 31.86 38.21 16,163 23.63 28.49 


FFruit(Non-Ckrus) — | — 350 | on | os2 | 198 | 040 | oar 
107383 | 17274 | 204.87 | 79004 | 128.12 | 15241 | 


mgd - million gallons per day; UEC = Upper East Coast. 
Note: The Florida Department of Agriculture and Consumer Services reports acreages and demands for a field crops 
category; however, there are no field crops in the UEC Planning Area. 


Total irrigated acres in the UEC Planning Area are projected to 
decrease 26% by 2045. All crops are projected to decrease in 
acreage over the planning horizon. The largest change in 
irrigated acreage and demand is expected to occur in the 
citrus industry. By 2045, citrus is expected to decrease by 
12,369 acres, and average demands are projectedtodecrease | fresh Market Vegetables: 
by 14.50 mgd. 


Examples of crop categories used in 
this report include the following: 


6 Tomatoes 

é Greenbeans 
6 Peppers 

é Melons 


Gross AG demands under average rainfall conditions in the 
UEC Planning Area are projected to decrease from 174.72 mgd 
in 2019 to 130.10 mgd in 2045 (Table 2-7). These totals 
include demands from livestock and aquaculture in addition 
to the demands for crop irrigation shown in Table 2-6. 
Demands for livestock and aquaculture in the UEC Planning 
Area in 2019 are estimated to be 1.91 mgd and 0.07 mgd, 
respectively, and are projected to remain constant over the 
planning horizon. 


Fruits (Non-Citrus): 
é Dragon fruit 
6 Strawberries 


Table 2-7. AG gross water demands for all agricultural acreage, livestock, and aquaculture in 
the UEC Planning Area, by county. 


Demand - Average Rainfall Conditions (mgd) 2045 


County 2019 | 2020 | 2025 | 2030 | 2035 | 2040 | 2045 pice 
emand 


90.58 


[UEC Planning AreaTotal| 174.72 | 169.98 | 162.45 | 154.16 | 146.24 | 138.31 | 130.10] 154.39 | 


AG = Agriculture; mgd = million gallons per day; UEC = Upper East Coast. 
* Values listed are only for the area within the UEC Planning Area boundary. 
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COMMERCIAL/INDUSTRIAL/INSTITUTIONAL 


The CII water use category includes water demands associated with industrial and 
commercial operations for processing, manufacturing, and technicalneeds such as concrete, 
citrus processing, and mining operations. CII demands only include self-supplied users and 
donot include industrial or commercialusers that receive water from PS utilities; those users 
are included in the PS category. All CII demandestimatesand projections are presumed to be 
the same for average rainfall and 1-in-10-year drought conditions, and withdrawal demand 
is assumed to be equal to user demand. Therefore, no distinction is made between net and 
gross water demands. 


Estimated CII demands for 2019 were 4.43 mgd, with minimal projected growth resulting in 
demands of 5.74 mgdin 2045 (Table 2-8). Growth within the CII category is expected to be 
driven by regional population growth. 


Table 2-8. CII gross water demandsin the UEC Planning Area, by county. 
Demand (mgd) 


SE 


Okeechobee | oos | oos | oos | oos | oos | oos | 006 . 
[. UtCPlamingAreaTona| 443 | 452 | 483 | 510 | $33 | 555 | 574 


CII = Commercial/Industrial/Institutional; mgd = million gallons per day; UEC = Upper East Coast. 
* Values listed are only for the area within the UEC Planning Area boundary. 


LANDSCAPE/RECREATIONAL 


L/Risthe third largest water use category in the UEC Planning Area, encompassingirrigation 
of golf courses and other landscaped areas such as parks, sports fields, and common areas of 
residential developments. L/R demands include use of groundwater /surface water as well as 
reclaimed water. L/R acreages reflect only the acres under water use permits and do not 
include acres solely irrigated with reclaimed water that do not have backup water use 
permits. Details regarding development ofthe L/R demands are providedin Appendix A. 


Within the L/R category, 9,881 permitted acres were attributed to landscape irrigation 
(Table 2-9). These landscaped areas are expected to grow 45%, which is approximately the 
same rate as the local population through 2045. 


For the recreational part of the L/R category, there are 58 golf courses irrigating 5,406 acres 
under water use permits in the UEC Planning Area (Table 2-9). This does not include golf 
course acreage solely irrigated with reclaimed water. Under average rainfall conditions, this 
land use required an estimated 12.16 mgd in 2019. Golf course acres and demands are 
projected toremain steady through 2045. 
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Table 2-9. L/R permitted acreage and gross water demands (in mgd) in the UEC Planning Area. 


2019 2045 


Land Use A Average | 1-in-10-Year A Average |1-in-10-Year 
cres Demand Demand Se Demand Demand 


9,881 19.87 25.03 14,319 28.48 35.88 
5,406 | 1216 15.81 5,406 12.16 15.81 
15287 | 32.03 | 40.84 | 19,725 | 40.64 51.69 


UEC = Upper East Coast; mgd = million gallons per day; L/R = Landscape/Recreational. 


Gross water demands for L/R are the combination of demandsfrom the golfsector and other 
landscaped areas as well as estimated and projected reclaimed water use. No distinction is 
made between net and gross water demands. Under average rainfall conditions, total 
estimated L/R gross water demands are projected to increase from 32.03 mgd in 2019 to 
40.64 mgd in 2045. Table 2-10 shows that groundwater and surface water supply sources 
meet approximately 7696 of the 2019 L/R water demands, with reclaimed water 
supplementing the remaining 24%. The ratio of reclaimed water to groundwater/surface 
water used to meet future L/R demands is assumed to remain constant. Demands for 
reclaimed water in each county are assumed to grow at the same rate as that county's L/R 
demands. 


Table2-10. L/R gross water demandsin the UEC Planning Area, by county and source. 


Demand — Average Rainfall Conditions (mgd) 
2019 2020 2025 | 2030 2035 2040 | 2045 
Martin County 


Groundwater/Surface Water 11.96 13.27 
Reclaimed Water 


Source | 


Martin County Total] 15.54 | 15.65 | 16.12 | 16.51 | 16.83 | 17.11 | 17.36 


St. Lucie County 


Groundwater/Surface Water 16.02 17.67 
Reclaimed Water 554 


st. Lude County Total 


Okeechobee County* 


oo | oos | oos | oos | oos | 007 | 007 
Reclaimed Water oo | 000 | ooo | ooo | 000 | 000 | 090 | 
o.o 


Groundwater/Surface Water 


| 0.06 | 0.06 | 0.06 | 0.06 | 0.07 | 0.07 | 
UEC Planning Area 
|  UtCPlanningAreaTotal| 32.03 | 32.81 | 34.65 | 36.41 | 37.93 | 39.34 | 40.64 | 


L/R = Landscape Recreational; mgd = million gallons per day; UEC = Upper East Coast. 
* Values listed are only for the area within the UEC Planning Area boundary. 


Okeechobee County Total 
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POWER GENERATION 


Demands under the PG category include use of groundwater, fresh surface water, or 
reclaimed water by thermoelectric power generation facilities. PG demands do not include 
the use of brackish surface water and cooling water returned to its withdrawal source, or 
seawater. Demands under average rainfall and 1-in-10-year drought conditions are assumed 
to beequalinthe PG category; nodistinction is made between net and gross water demands. 


There are two power generation plants currently operating in the UEC Planning Area thatare 
addressed in this plan update: Florida Power & Light (FPL) Martin Plant near Indiantown 
(Martin County) and the Treasure Coast Energy Center in Fort Pierce (St. Lucie County). 


Also operating in the UEC Planning Area is the FPL St. Lucie Nuclear Plant on Hutchinson 
Island. However, the facility uses potable water (permittedseparately) and seawater (which 
does not require a water use permit) for cooling; therefore, the facility is not addressed in 
this water supply plan update. The Indiantown Cogeneration Plant in Martin County is 
inactive and will be demolished by 2022. 


The FPL Okeechobee Clean Energy Center, located in Okeechobee County, is within the 
St. Johns River Water Management District, approximately 6 miles outside the UEC Planning 
Area. Becausethe facility is beyond theplanning area and SFWMD boundary, its demands are 
not included in this 2021 UEC Plan Update. However, the facility's demands were simulated 
in the groundwater modeling analysis becausethe influenceofthe withdrawals extends into 
the UEC Planning Area. The facility is estimated to need an average of 9.00 mgd (11.00 mgd 
peak) of water from the Floridan aquifer system for operation. 


The need for additional power is expected to increase as the population in the UEC Planning 
Area and other portions of South Florida grows. The area's major power supplier, FPL, 
expects that much of the region's future power generation capacity will use fresh or 
alternative (brackish or reclaimed) water sources for cooling. The FPL Martin Plant uses 
cooling pond and tower technology that varies by unit and substantially decreases overall 
water supply demands at thefacility because thecooling pond isthe intake and release point. 
PG demands are expected to remain relatively stable from 2019 to 2045 (Table 2-11). More 
information on the development of PG estimates and projectionsis provided in Appendix A. 


Table2-11. Average gross water demand for PG in the UEC Planning Area between 
2019 and 2045. 


Gross Water Demand (mgd) 


SE 


mgd - million gallons per day; PG = Power Generation; UEC = Upper East Coast. 
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SUMMARY OF DEMAND ESTIMATES 


Total gross water demands under average rainfall conditions in the UEC Planning Area are 
projected to be 281.18 mgd by 2045, a 396 decrease from 2019 demands (291.11 mgd). 
Demands under 1-in-10-year drought conditions are approximately 1696 higher than those 
for average rainfall conditions. 


Table 2-12 provides 5-year incremental summaries of gross demands for all water use 
categories in the UEC Planning Area under average rainfall and 1-in-10-year drought 
conditions. Gross demands under average rainfall conditions are used to demonstrate 
projected trends, includingthe following key highlights: 


$ 


Table 2-12. 


Water Use 
Category 


PS and DSS gross demands combined are expected to increase 41%, from 62.02 mgd 
in 2019 to 87.23 mgd in 2045. PS will remain the second largest water use category 
in the UEC Planning Area. 


AG gross demands are projected to decrease from 174.72 mgd in 2019 to 130.10 mgd 
in 2045. AG will remain the largest wateruse category in the UEC Planning Area. 


CII gross demand is projected to increase 1.31 mgd over the planning period. The 
projected demand growth is relatedto regional population growth. 


L/R gross demands are projected to increase by 8.61 mgd by 2045. L/R will remain 
the third largest water use category in the UEC Planning Area. 


PG gross demands are projected to remain relatively constant, with 17.47 mgd 
expected in 2045. 


Summary of gross water demands underaverage rainfall and 1-in-10-year drought 
conditions in the UEC Planning Area, by water use category. 


2019 2020 2025 2030 2035 2040 2045 


[Total] 33943 | 33715 | 335.87 | 33466 | 332.1 | 329.74 | 326.57 | 


AG = Agriculture; CII = Commercial/Industrial/Institutional; DSS = Domestic Self-Supply; L/R =Landscape/Recreational; 
mgd = million gallons per day; PG = Power Generation; PS = Public Supply; UEC = Upper East Coast. 
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DEMAND PROJECTIONS IN PERSPECTIVE 


Demand projections presentedin this 2021 UEC Plan Update are based on the best available 
information. Table 2-13 showsthe 2040 average gross demands projected in the 2016 UEC 
Plan Update compared to the 2045 demands projected in this 2021 UEC Plan Update. The 
total demand projection for 2045 in this 2021 UEC Plan Update is 2196 lower than the 
estimated 2040 demand projected in the 2016 UEC Plan Update. The projections reflect 
trends, economic circumstances, and industry intentions that change over time. Like any 
predictive tool based on past assumptions, there is uncertainty and a margin for error. The 
differences can be primarily attributedto: 


è AG, CII, and L/R projections presented in this plan update were developed using a 
different methodology than was used in the 2016 UEC Plan Update in order to 
improve accuracy and use the best available data. 


è Projected 2045 citrus acreage is significantly less than projected inthe 2016 UEC Plan 
Update for 2040. 


è Projected water needs for PG in 2045 are less than in the 2016 UEC Plan Update for 
2040 because the construction of additional fossil and/or nuclear generation plants 
is no longer anticipated. 


Table2-13. | Comparison of gross water demands under average rainfall conditions at the end of 
respective planning horizons in the 2016 UEC Plan Update and this 2021 UEC Plan Update. 


2016 UECPlan Update 2021 UEC Plan Update 
2040 Demand (mgd) 2045 Demand (mgd) 
Public Supply 


Water Use Category Percent Difference 


mgd = million gallons per day; UEC = Upper East Coast. 
* Difference in demands is due to population projection methodology adjustments. 
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Demand Management: 
Water Conservation 


Demand management through water conservation is an jl» 
TOPICS & 
important element of water supply planning and entails 
reducing the quantity of water required to meet regional 
demands through water use efficiency improvements and 
the prevention or reduction of unnecessary uses or losses of Conservation Programs 
water. Water conservation contributes to the sustainability 
of water supply resources. Section 373.709(2), Florida 
Statutes (F.S.), requires that water conservation be Potential for Water 
considered when determining if the total capacity of the Conservation Savings 
water supply development project options included in a 
water supply plan (Chapter 8) exceed the increase in 
projected demands for the planning horizon (Chapter 2). 


Conservation Measures 


Regulatory Initiatives 


Summary of Water 
Conservation 


All water sources are finite; therefore, conservation and efficiency measures should be 
maximized, regardless of the water source, before more costly development options are 
implemented. Water conservation can reduce, defer, or eliminate the need to develop new 
water supplysources to meet current or future demands, which has the same effect as 
expanding the existing watersupply. Moreover, conservation and demand managementhave 
been shown to reduce costs to utilities and rate payers over the long term (Feinglas et al. 
2013, Chesnutt et al. 2018). Improving water use efficiency can reduce operational costs for 
most other users as well. 


This chapter describes water conservation measures and programs and provides an estimate 
of potential water savings (demand reduction) achievable by 2045 in the Upper East Coast 
(UEC) Planning Area of the South Florida Water Management District (SFWMD or District). 
Additional conservation information can be found in the Support Document for the 
2021-2024 Water Supply Plan Updates (2021-2024 Support Document; SFWMD 2021a), in 
the Comprehensive Water Conservation Program (SFWMD 2008), and on the SFWMD 


website (www.sfwmd.gov/conserve). 


2021 Upper East Coast Water Supply Plan Update | 25 


CONSERVATION MEASURES 


The average per capita water use rate in the UEC Planning Area has decreased from 
167 gallons per capita per day (gpcd) in 2000 to approximately 130 gpcd in 2019. This is 
partly due to passive water savings, which result from the introduction of water-efficient 
fixtures and appliances into the marketplace, replacing older devices with more 
water-efficient models. Federal, state, and local codes and standards foster the development 
and use of more efficient devices, increasing passive savings. However, relying on passive 
savings alone would delay or exclude substantial conservation savings potential. Therefore, 
many local governments, utilities, and state agencies have conservation measures and 
programs in place encouraging use of high-efficiency equipment or improved water use 
behaviors that yield water savings. Local governments, utilities, and large water users are 
encouraged to research which types of programs would be most appropriate and 
cost-effective for their residents and specific user groups, and develop goal-based water 
conservation plans. Cost-share funding and other collaborative opportunities may be 
available to help implement conservation strategies and programs. The following subsections 
include a brief description of conservation measures that can be implemented for indoor and 
outdoor water use applications. 


Outdoor Water Use (Irrigation) 


A large proportion of water used outdoors in the UEC Planning Area is for irrigation. 
Irrigation of food and other commodity crops is practiced by agricultural water users, while 
lawns and landscapes are irrigated by residential and commercial property owners. Many 
irrigation efficiency principles are common across these user groups; however, use patterns, 
scales of use, system design, typical hardware and components used, and knowledgeability 
of system managers vary widely between them. 


Agriculture 


There are many options for agricultural operations to improve irrigation efficiency and 
conserve water. Generally, agricultural water conservation measures fall under three 
categories: 1) converting from one irrigation method (or system type) to a more efficientone; 
2) improving the precision management capabilities of the irrigation system; and 
3) implementing best management practices. The efficiency of any system can be optimized 
ifthe operator has real-time information on soil moisture and weather conditions and if the 
irrigation systems are remotely operated to allow quick irrigation adjustments in response 
to changing weather conditions. Hardware and technology that can improve system 
management, reduce water quantities required to meet crop needs, and minimize water 
losses include the following: 


Flowmeters 

Weather stations 

Soil moisture sensors 

Variable-frequency pump drives 

Automated control systems 

Best management practices (e.g, laser 
leveling, irrigation system maintenance) 


evo e e e 
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Urban 


In Florida, where irrigation occurs year-round, the largest portion of water used by urban 
water users served by utilities often is for irrigation. Moreover, the United States 
Environmental Protection Agency estimates approximately 5096 of water used outdoors is 
wasted due to inefficient watering methods and systems. Therefore, improvements to 
irrigation efficiency are considereda primary factor in conservation savings potential among 
urban water users. 


Irrigation efficiency improvements can be achieved at single- and 
multi-family residences, commercial and institutional properties, 
recreational areas (e.g., parks, athletic fields, golf courses), and other 
landscaped areas (e.g, roadway medians) by replacing outdated 
irrigation system timers with newer, weather and soil moisture-based 
controllers. These controllers should be tested and shown to meet the 
United States Environmental Protection Agency's WaterSense program 
specifications for water efficiency and performance. More information on the WaterSense 
program and labeled irrigation controllers is available at www.epa.gov/watersense. 


Non-hardware measures include proper irrigation system design, conducting irrigation 
system performance audits, and use of Florida-Friendly Landscaping" Program principles 
(Boyer and Dukes 2014). On-site captureof stormwater in cisterns to reuse for irrigation can 
also reduce demand on traditional water sources. 


Golf courses typically are irrigated with a high degree of efficiency. However, opportunities 
toimprove efficiency may exist using many ofthe sametypes ofhardware and technology as 
described above. Additional practices for efficient golf course water use can be found in the 
Best Management Practices Planning Guide & Template published by the Golf Course 
Superintendents Association of America (2007) for golf course managers. 


Indoor Water Use 


Another area of potential conservation savings is indoor water use in single- and multi-family 
residences and commercial/institutional buildings (e.g., office buildings, restaurants, movie 
theaters, long-term care facilities, hospitals). Potential measures include detecting and 
repairing water leaks and replacing older, inefficient plumbing fixtures 
(e.g., toilets, urinals, faucets, showerheads) with models that have been 
tested and shown to meet the WaterSense program specifications for 

P ( water efficiency and performance. Older, inefficient appliances can be 
replaced with water-efficient models that have received the ENERGY STAR 
label. For more information on the ENERGY STAR program and to find 

labeled products, visit www.energystar.gov. 


rat 


Common water efficiency improvement measures for commercial and industrial users are 
outlined in the SFWMD's (2013) Water Efficiency Audit Guide, which is discussed in greater 
detail in the 2021-2024 Support Document (SFWMD 20212). Measures for improving water 
efficiency in non-residentialsettings may be applicableto specific operations or facilities such 
as autoclaves in hospitals; pre-rinse spray valves, food steamers, and waste grinders in 
restaurants; heating, ventilation, and air conditioning (HVAC) system efficiency upgrades; 
converting water-based cooling devices to air based; and water reuse/recyclingin industrial 
operations. Otherapplicable measures may exist for specificindustrial processes. 
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CONSERVATION PROGRAMS 


Conservation programs help educate water users and facilitate adoption of effective water 
conservation measures (e.g., specificactions orhardware thatimprove water use efficiency). 
Utilities and local governments are the primary entities that develop and implement 
conservation programs. Other regional and state agencies may also assume a leadership role 
in promoting and providing cost-share funding for water conservation. Utilities and local 
governments are encouraged to analyze their service areas and jurisdictions to determine 
potential user groups and programs that may be most suitable for them. The following 
subsections contain brief descriptions of established conservation programs that may be 
applicableto different water use categories. 


Education, Outreach, and Marketing 


Although water savings attributed to education, outreach, and marketing campaigns are 
difficult to quantify, such campaigns are essential to reducing water use and instilling a 
lasting conservation ethic in businesses and communities. Developing a conservation ethic 
and educating water users enable people to know why conservation is important and 
necessary, what conservation measures are available to them, and how they can implement 
them. Campaigns usually are conducted by regional/local agencies or utilities and are 
designed to reach specific user groups (e.g., residents, schools, commercial properties). 


The SFWMD has conducted an annual Conservation 
Exposince 2009 to provide education, outreach, and 
marketing opportunities toa variety of user groups 
on technological advances in the water conservation 
field. Each expo focuses on specific water 
conservation applications (e.g., industrial use, public 
water supply, agricultural irrigation) or measures 
(e.g., outreach, education). 


Cost-Share Funding Programs 


SFWMD Cooperative Funding Program 


The SFWMD Cooperative Funding Program (CFP) provides financial incentives to local 
governments and utilities, homeowners' associations, commercial entities, and agricultural 
operations to implement technology and hardware-based water conservation projects. 
Historically, funding for the CFP has come from both ad valorem taxes and the Florida 
Legislature through the Florida Department of Environmental Protection. CFP funding is 
considered annually during the SFWMD's budget development. Since the 2016 UEC Plan 
Update, the SFWMD has provided approximately $3 million in water conservation funding 
for 60 projects Districtwide. Over the same time period [Fiscal Year (FY) 2016 through 
FY2021],8 water conservation projects were funded in the UEC Planning Area for a total of 
$433,000. Currently funded projects are listed in Chapter 8. The CFP is expected to continue, 
although future funding levels are uncertain. The District's Governing Board has instituted 
that beginning in FY2023, local governments must have an adopted year-round irrigation 
ordinance that fully comports with the SFWMD's Mandatory Year-Round Landscape 
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Irrigation Conservation Measures Rule [Chapter 40E-24, Florida Administrative Code 
(F.A.C.)] in order to be eligible for alternative water supply or water conservation funding 
through the CFP. Additional information regarding the CFP can be found on the SFWMD's 
website (www.sfwmd.gov; Search: Cooperative FundingProgram). 


Environmental Quality Incentives Program 


The Environmental Quality Incentives Program (EQIP), implemented through the United 
States Department of Agriculture - Natural Resources Conservation Service, promotes 
agricultural production and environmental quality. Financial and technical assistance is 
Offered to participants to address natural resource concerns and deliver environmental 
benefits such as improved water and air quality, conserved groundwater and surface water, 
reduced soil erosion and sedimentation, and improved or created wildlife habitat. From 
FY2016 through FY2021, 21 irrigation efficiency projects were funded by EQIP in the UEC 
Planning Area. Two projects (837 acres) were in Martin County, 15 projects (976 acres) were 
in St. Lucie County, and 4 projects (240 acres) were in Okeechobee County. EQIP is expected 
to continue, although future funding levels are uncertain. 


Certification and Recognition Programs 


There are several national and statewide certification 
and recognition programs that direct builders, 
property owners, and building managers toward 
meeting environmentally friendly standards. Such 
programs include the Florida Green Building 
Coalition's Green Certification Program, the Florida 
Green Lodging Program, Leadership in Energy and 


Florida-Friendly Landscaping 
means using low-maintenance 
plants and environmentally 


sustainable landscaping practices 


Environmental Design (LEED), and Green Globes | to conserve water, reduce 
These holistic programs typically include criteria | Pollution and erosion, and create 
affecting water use, energy efficiency, climate-adaptive | Wildlife habitat. 

landscaping, sustainable building material, site 
selection, indoor environmental quality,and greenhouse gas emissions. 


With respect to growing development and finite water resources, there are single-focus 
programs that target water use efficiency. These programs often are less expensive for 
builders and property managers than holistic ones. Two single-focus programs endorsed by 
all Florida water management districts are Florida Water Star and Florida-Friendly Yard 
Recognition. The Florida Water Star program certifies buildings and associated outdoor 
spaces that have been designed or retrofitted to meet high water efficiency standards and 
offers training for landscape and irrigation professionals to obtain program accreditation. 
The Florida-Friendly Yard Recognition program promotes low-maintenance and 
drought-tolerant plants, environmentally sustainable landscaping, and high-efficiency 
irrigation practices by providing recognition to properties where Florida-Friendly 
Landscaping practices have been successfully implemented. More information on these 
programs can be found on their individual program webpages and on the SFWMD’s water 


conservation webpage (www.sfwmd.gov/conserve). 
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Other Programs 


Agricultural Best Management Practices Program 


The Florida Departmentof Agricultureand Consumer Services (FDACS) develops and adopts 
agricultural best management practices (BMPs) by rule for different types of agricultural 
operations. These BMPs have been designed primarily to reduce negative impacts on water 
quality while maintaining or enhancing agricultural production. However, some BMPs also 
improve water use efficiency and could reduce the amount of water needed to meet crop 
demands in average to wet years. Portions of the UEC Planning Area are within the Lake 
Okeechobee and St. Lucie River and Estuary Basin Management Action Plan areas. 
Agricultural landowners located within these areas are required to either enroll in the BMP 
program or conduct a water quality monitoring program (Section 403.067, F.S.). As of April 
2021, there are 142,501 acres in Martin County, 163,374 acres in St. Lucie County, and 
41,756 acres in the northeastern portion of Okeechobee County within the UEC Planning Area 
enrolled in the FDACS BMP program. In addition, the FDACS Agricultural-Environmental 
Leadership Award recognizes environmentally innovative farming practices of the state's 
growers and ranchers. All agricultural water users are encouraged to enroll in the FDACS 
BMP program and learn about the Agricultural-Environmental Leadership Award. Local 
governments and agencies should consider promoting these programs to agricultural 
operations. 


Agricultural Mobile Irrigation Labs 


The FDACS Mobile Irrigation Lab (MIL) program performs free evaluations of irrigation 
system efficiency on agricultural lands and makes recommendations for physical and 
operational improvements. Such recommendations may include modification of irrigation 
systems and equipment, alteration of irrigation scheduling, and other aspects of system 
management. Of the eight MILs operating in Florida, one (the St. Lucie MIL) serves Martin, 
St. Lucie, and Okeechobee counties. 


Florida Automated Weather Network 


The Florida Automated Weather Network (FAWN), 


operated by the University of Florida - Institute of UF | IFAS 
Food and Agricultural Sciences (UF/IFAS), provides 

weather information throughout the state at UNIVERSITY of FLORIDA 
15-minute intervals. FAWN management tools 
provide decision support functions to growers using FLORIDA AUTOMATED 
historical and real-time weather data and crop lee ee ee nee 
modeling technology to help with short- and 
long-term planning, thereby maximizing the 
efficiency of irrigation practices (UF/IFAS 2019). There currently is one FAWN station 
(St. Lucie West) supported by the SFWMD in the UEC Planning Area. It is located in western 
St. Lucie County, south of State Road 70 and west of I-95. Additional information for this 


station is available at http://www.fawn.ifas.ufl.edu. 
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REGULATORY INITIATIVES 


Regulations or mandates can be used to accelerate improved practices or devices into 
mainstream use. Conservation-related ordinances that local governments can adopt include 
those requiring greater water efficiency in construction, such as the International Green 
Construction Code and standards derived from the Florida Water Star program and Florida 
Green Building Coalition. Ordinances and codes can be adopted wholly or partially, 
depending on conditions within a service area. Water efficiency measures are required 
statewide by statute, regionally by water management district rule, or locally by local 
government ordinance. In addition, utilities may be able to require that builders meet 
efficiency codes in new construction as a condition of service. 


The SFWMD promotes water conservation practices through water use permitting. In order 
for a proposed use of water to be considered reasonable-beneficial, the applicant must 
include water conservation practices in the permit application. Section 2.3.2 ofthe Applicant's 
Handbook for Water Use Permit Applications within the South Florida Water Management 
District (SFWMD 2021b) includes specific water conservation requirements for various 
water use categories. 


The SFWMD's Mandatory Year-Round Landscape Irrigation Conservation Measures Rule 
(Chapter 40E-24, F.A.C.) was adopted to help protect South Florida's water resources by 
addressing the largest area of residential water use and greatest potential for viable water 
use reduction. In short, the rule limits landscapeirrigation to 2 or 3 days per week, depending 
on location and local circumstances, and contains provisions for new landscaping and other 
situations that require a deviation from the rule requirements. Adoption oflocal ordinances 
that fully comport with Chapter 40E-24, F.A.C., is crucial to reducing landscape irrigation 
water use. When local governments implement irrigation ordinances, it demonstrates a 
commitment to water resource protection through conservation. 


To assistlocal governments in adopting such an ordinance, the SFWMD has created a model 
ordinance, a model code, and several customizable outreach materials designed to educate 
residents on their local irrigation ordinance. As of May 2021, 4 of 11 local governments within 
the UEC Planning Area had adopted a year-round irrigation ordinance. The remaining seven 
were either in the process of adopting one or were reviewing the SFWMD's examples. 
Additional information and example documents for local implementation are available on the 
SFWMD's webpage (https://www.sfwmd.gov /doing-business-with-us/local-government- 
model-ordinances-and-codes). 


POTENTIAL FOR WATER CONSERVATION SAVINGS 


Potential water savings for the UEC Planning Area were estimated for the followingwateruse 
categories (Table 3-1): Agriculture (AG), PublicSupply (PS), DomesticSelf-Supply (DSS), and 
Landscape/Recreational (L/R). For the Commercial/Industrial/Institutional (CII) and Power 
Generation (PG) water use categories, potential water savings were estimated only for 
potable indoor water use, which was assumed to be provided by a PS utility. Therefore, those 
potential savings are accounted for under PS. 
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For this 2021 UEC Plan Update, eight frequently implemented measures were selected and 
quantified to generate the potential water savings for PS and DSS. Greater conservation 
savings may be possible in all water use categories if additional measures are implemented 
or if increased participation rates are realized. For example, the Central Florida Water 
Initiative (2015) identified 80 conservation programs and measures applicable to non-AG 
users and 47 programs and measures directly applicable to AG users. 


Table 3-1. Potential water saved (in mgd) in the UEC Planning Area based on demand 
reduction estimates achievable by 2045. 


County 


Use Categor Total by Sector 
e Okeechobee! i 


Puses | 139  [ 19 dd 
DomeseseWAeny | — o0 | 030 | =- | os | 
| mu| $i | $3 | ow | oe 


mgd - million gallons per day; UEC = Upper East Coast. 

1 Values listed are only for the area within the UEC Planning Area boundary. There are no Public Supply utilities or golf 
courses located in the portion of Okeechobee County within the UEC Planning Area. The permanent resident population 
in the Domestic Self-Supply category is too small to realize potential water savings. 

2 Includes passive savings. 


Agriculture 


AG is the largest water use category in the UEC Planning Area, 
accounting for 6096 [174.72 million gallons per day (mgd)] of 
the total demand in 2019. Although AG demands are projected 
to declineto 130.10 mgd in 2045, AG is projected to remain the 
largest water use category. As discussed in Chapter 2 and 
Appendix A, the annual Florida Statewide Agricultural 
Irrigation Demand (FSAID) report published by FDACS includes 
20-year estimates and projections of agricultural acreage and 
water demands. Estimated efficiency improvement 
De, conservation estimate) is one of the parameters calculated 
bythe FSAID model, and the spatially based data that contribute 
to the water demand estimates and projections are available by 
water management district planning area. The potential AG 
conservation savings within the UEC Planning Area were 
determined using the FSAID geodatabase 
(https://www.fdacs.gov/Agriculture-Industr ater/Agricultural- Water-Su 

Planning). The methodology for calculating the potential AG conservation savings is more 
fully described in Appendix E ofthe FSAID VII report (FDACS 2020), but generally is based 
on estimated historical use determined from the United States Department of Agriculture's 
Farm and Ranch Irrigation Surveys and actual water savings data from MILs. The projected 
conservation savings are based primarily on irrigation system changes, changes in 
scheduling, and sensor-based automation. 
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The total savings calculated by the FSAID model for any given year depends on the crops 
produced, the acreage of each crop, and the irrigation systems employed, as projected to exist 
in that year. Because these variables change over the planning horizon (2019 to 2045), 
projected savings also change and may be nonlinear. The estimated conservation potential 
for the AG water use category in the UEC Planning Area in 2045 is 6.13 mgd (Table 3-1). 


Irrigated AG acreage in the UEC Planning Area is projected to decline approximately 2696 
(from 107,383 acres in 2019 to 79,004 acres in 2045). Some of this abandoned acreage likely 
will consist of older irrigation systems, which may have been available for efficiency upgrades 
(i.e., conservation savings). Additionally, any new AG projects likely will be installed with 
efficient irrigation systems. Therefore, the availability of efficiency upgrades overall will 
decrease. 


Public Supply and Domestic Self-Supply 


PS is the second largest water use category in the 
UEC Planning Area and is projected to increase through the 
planning horizon. PS accounted for an estimated 47.37 mgd 
of finished water demand in 2019 and 67.83 mgdin projected 
2045 demands (Chapter 2). Historical conservation efforts 
in PS are reflected in the per capita use rate, which has 
declined approximately 2296 between 2000 and 2019. This 
decline likely is the result of new construction using 
higher-efficiency fixtures and/or designed for more efficient 
water use, the SFWMD's Mandatory Year-Round Landscape 
Irrigation Conservation Measures Rule (Chapter 40E-24, F.A.C.), conservation ratestructures, 
public education, and other conservation factors. 


Estimates of active and passive water conservation potential for each county in the UEC 
Planning Area were made for residential and non-residential users (in both PS service areas 
and DSS areas) using the AWE Conservation Tracking Tool (Ver. 3) (AWE Tool). The AWE 
Tool calculates active water savings for user-selected conservation measures based on the 
number of measures implemented annually over the planning horizon, and the per unit 
savings and service lives of each measure. Passive savings are generated by the AWE Tool 
based on natural replacementoftoilets, showerheads, and water-using appliances at the end 
of their service lives, whose current or future minimum efficiency is dictated by national, 
state, or local code requirements. Baseline data include Florida Department of Revenue 
parcel information, Bureau of Economic and Business Research household data and 
population projections, and Florida Department of Environmental Protection finished water 
monthly operating reports (as used in this planupdate for demand projections; Appendix A). 
Conservation potential for DSS was analyzed with PS usersand extracted in proportion to its 
percentage ofthe total population in each county. 


Conservation measures included in theestimatesfor residential users supplied by PS utilities 
were limited to the following measures: high-efficiency toilets, showerheads, and clothes 
washers; irrigation and landscape evaluations; andadvanced irrigation controllers. For many 
types of permit holders, including CII and PG, indoor potable water use often is provided by 
a PS utility. Conservation measures for non-residential users served by PS utilities induded 
high-efficiency toilets and urinalsas well as HVAC efficiency improvements. 
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For all measures except HVAC water use, the conservation (demand reduction) estimate 
assumes a participation rate of 3096 of the total annual potential implementations for each 
applicable measure. This assumption means 3096 of all possible implementations would be 
accomplished over the planning horizon (2019 to 2045), which isthought to be an achievable 
participation rate for most conservation measures. For HVAC efficiency improvements, a flat 
rate offive implementations per year was used to represent an achievable participation level, 
based on land use parcel data for the UEC Planning Area. 


The AWE Tool estimates passive savings for PS will reach 1.00 mgd in Martin County and 
1.60 mgd in St. Lucie County by 2045. The portion of Okeechobee County included in the 
UEC Planning Area currently has no PS users, and the DSS community consists of fewer than 
200 homes. Therefore, conservation potential for those user groups was not analyzed. The 
combined estimated conservation potential by PS and DSS users (active and passive savings) 
in the UEC Planning Area in 2045 is 3.75 mgd (Table 3-1). 


Landscape/Recreational 


The L/R use category includes irrigation of landscaped areas such as parks, athletic fields, 
roadway medians, commercial spaces, large private residential properties, and golf courses. 
Because their demands are estimated in different ways, golf course potential water savings 
are discussed separately from other permitted landscape irrigation. The total conservation 
potential for the L/R use category in 2045 is 2.74 mgd (Table 3-1). 


There are approximately 1,650 active landscape irrigation water use permits in the 
UEC Planning Area. Landscape irrigation is projected to use a total of 28.48 mgd in 2045. To 
estimate the potential water conservation savings for landscaped areas, a variety of irrigation 
efficiency measures were applied to 3096 of the permits over the planning horizon, yielding 
a 3096 savings. Assuming an average per permit use for each county, the estimated 
conservation potential for landscape irrigation in 2045 is 2.57 mgd. 


Golf Courses 


There are 41 active water use permits in the 
UEC Planning Area for golf course irrigation. 
These golf courses are projected to use 12.16 mgd 
of water in 2045. Indoor potable water use at golf 
courses is assumed to be provided by a PS utility. 


Most golf courses are irrigated with a high degree 
of efficiency. According toa 2019 statewidesurvey 
of Florida Golf Course Superintendents 
Association members, 55% of golf courses use 
advanced irrigation controllers (Irwin and 
Wanvestraut 2020). A conservation program 
would therefore aim to affect the golf courses not 
yet using advanced irrigation controllers. 
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To estimate the potential water conservation savings for golf courses, a variety of irrigation 
efficiency measures were applied to 30% of the 41 permitted golf courses over the planning 
horizon, yielding a 1096 savings. Assuming an average per permit use for each county, the 
estimated conservation potential for golf courses in 2045 is 0.17 mgd. There are no active 
golf course permits in the portion of Okeechobee County within the UEC Planning Area 
boundary. 


In addition to the 41 active, permitted golf courses in the UEC Planning Area, there are an 
additional 17 courses that use reclaimed water for irrigation and do not have a permit for 
backup supply (or supplementation). While all water should be used efficiently regardless of 
its source and the same measures applicable to other courses could increase water use 
efficiency on courses using (or supplementing with) reclaimed water, the SFWMD does not 
have water use data for the golf courses without water use permits. Therefore, potential 
water savings for those courses were not calculated. 


Commercial/Industrial/Institutional 


For CII permit holders, indoor potable water use is assumed to be provided by a PS utility. 
Therefore, conservation savings estimates were captured during the PS analysis by the 
measures targeting non-residential users (i.e., high-efficiency restroom fixtures and HVAC 
efficiency improvement measures). CI] permitted water use was not analyzed for 
conservation potential as those uses were assumed to be process specific and, therefore, 
difficult to estimate within thescope of aregional analysis. 


Power Generation 


PG facilities use large quantities of water for cooling, but most of the water is returned to the 
source from which it was obtained. As a result, there are minimal efficiency gains to be had 
from the cooling process. Potential savings for PG were not estimated as part of this analysis. 
As with the CII use category, indoor potable water use at PG facilities is assumed to be 
provided by a PS utility. Therefore, conservation savings estimates were captured during the 
PS analysisin the AWE Tool by the measures specifically targeting non-residential users 
(i.e., high-efficiency restroom fixtures and HVAC efficiency measures). 


2021 Upper East Coast Water Supply Plan Update | 35 


SUMMARY OF WATER CONSERVATION 


Conservation programs that achieve increased water savings through education, rebates, and 
new technologies are much less expensive than alternative water supply projects, which 
typically involve construction of new treatment plants, groundwater wells, reservoirs, or 
other costly infrastructure. In addition, decreased per capita water use resulting from 
conservation helps utilities avoid or reduce supply and treatment costs as populations 
increase and potentially reduces the necessity and overall magnitude of rate increases for 
customers. Therefore, regardless of the water source(s) used, conservation should be 
maximized before more costly development options are implemented. 


Potential water savings achievable by 2045 for the AG, PS, DSS, and L/R (including golf) water 
use categories are estimated to be 12.62 mgd (Table 3-1). These savings would be achieved 
ifthe measures and programs discussedin this chapter areimplementedat reasonable levels 
over the planning horizon. Greater conservation savings would be possible by all usergroups 
if additional measures are implemented or if increased participation rates are realized. 
Utilities andlocal governments should conduct potential water conservation savings and cost 
analyses for their service areas and jurisdictions. Such analyses can inform the 
decision-making process regarding investment in alternative water supply projects. 


Local, regional, and state government agencies as well as PS utilities in the UEC Planning Area 
can develop conservation strategies to encourage and assist water users in improving their 
water use efficiency. Because PS utilities typically promote conservation only within their 
service areas, government agencies should consider conducting educational outreach to 
promote and incentivize conservation among DSS and L/R users. Cost-share funding may be 
available to local governments (and in some cases, directly to large users) to foster the 
adoption of conservation measures. Agricultural operations are encouraged to take 
advantage of the FDACS BMP program as well as funding opportunities (through EQIP or 
CFP), site audits via MILs, and FAWN to make weather-basedirrigation decisions. Individual 
users are encouraged to seek out resources to improve water use efficiency and reduce 
expenses. 


SFWMD staff are available to assist conservation program developers in the UEC Planning 
Area with technical support, collaborative program implementation, ordinance review, 
long-term demand management planning, and funding assistance via the District's CFP. In 
addition to the programs and strategies discussed in this chapter, conservation program 
resources are discussed further in the 2021-2024 Support Document (SFWMD 20212). 
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Water Resource Protection 


This chapter provides an overview andupdate of protections 
afforded to water resources within the Upper East Coast 
(UEC) Planning Area through statutory and regulatory 
criteria. The ability to meet the water demands described in 
Chapter 2 largely depends on the future availability of water 
resources. Understanding the relationship among projected Regulatory Protection 
water demands, water sources, and limitations imposed on of Water Resources 

withdrawals is critical to water supply planning. 


TOPICS & 


Water Resource 
Protection Standards 


Summary of Water 
Resource Protection 


Stakeholders in the UEC Planning Area rely on surface water 
and groundwater to meet demands. The primary surface 
water sources are 1) the C-44 Canal, which receives water from Lake Okeechobee, and 
2) the C-23, C-24, and C-25 canals, which were constructed to provide drainage for a large 
agricultural area. The C-23, C-24, and C-25 canal system is not hydraulically connected to 
Lake Okeechobee; the system receives recharge from rainfall and local basin runoff only. 
Fresh groundwater from the surficial aquifer system and brackish groundwater from the 
Floridan aquifer system (FAS) are the primary water sources for public supply, 
landscape/recreational, and commercial /industrial/institutional uses. New or increased 
allocations beyond existing volumes are limited for Lake Okeechobee and the C-23, C-24, and 
C-25 canals. Therefore, many water users in the region have constructed wells to use 
groundwater as a supplemental water supply. 


The South Florida Water Management District 
(SFWMD or District) implements a water use 


MFLs and recovery strategies for Lake permitting program and adopts minimum flows 


Okeechobee and the Northwest Fork of and minimum water levels (MFLs), water 
reservations, and restricted allocation areas 


(RAAs) to protect water supplies for natural 
systems (Figure 4-1). This chapter discusses 
water use permitting criteria as well as MFLs, 
water reservations, and RAAs adopted in the 
UEC Planning Area. Further information about 
permitting and other resource protections, including those related to Comprehensive 
Everglades Restoration Plan (CERP) projects, is provided in the Support Document for the 
2021-2024 Water Supply Plan Updates (2021-2024 Support Document; SFWMD 2021a). 
Water resource development projects that can provide additional water, including projects 
supporting MFLs, water reservations,and RAAs, are discussedin Chapter 7. 


the Loxahatchee River affect portions of 
the UEC Planning Area but are included 
in the Lower East Coast water supply 
plan updates. 
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Figure4-1. | Adopted minimum flows and minimum water levels, water reservations, and 
restricted allocation areas in or affecting portions of the UEC Planning Area. 
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WATER RESOURCE PROTECTION STANDARDS 


The intent of Chapter 373, Florida Statutes (F.S.), is to promote the availability of sufficient 
water for all existing and future reasonable-beneficial uses and natural systems 
[Section 373.016 (3)(d), F.S.]. The SFWMD developed water resource protection standards 
consistent with legislative direction that are implemented to prevent various levels of harm 
(no harm, harm, significant harm, and serious harm). Each standard plays a role in achieving 
sustainable water resources. For instance, programs regulating surface water management 
and water use permitting must prevent harm to water resources, including related natural 
systems. Figure 4-2 represents the conceptual relationship among waterresource protection 
tools and standards, observed impacts, and water shortage severity. A more detailed 
discussion of resource protection tools, including water use permitting and water shortage 
rules, and definitions of the protection standards can be found in the 2021-2024 Support 
Document (SFWMD 20212). 


Water Resource Water Resource 
Protection Tools Protection Standards 


Observed Impacts 


——€ Permittable Water NO HARM Normal Permitted Operations 


Reservation of Water i i 
[tema (1-in-10 Level of Certainty) Environmental Restoration 


Hais eg loss of water 
u 


Phase I Water Shortage : e 
Phase II Water Shortage HARM eed EEN 


MINIMUM FLOWS & MINIMUM WATER LEVELS 


Brought | Phase III Water Shortage SIGNIFICANT HARM ich het rh deena 


Increasing recover (> 2 years) 


Permanent or irreversible 


Phase IV Water Shortage SERIOUS HARM loss of water resource 
functions 


Figure 4-2. Conceptual relationship among water resource protection standards at various 
levels of water resource harm (Modified from: Rule 40E-8.421, F.A.C.). 


REGULATORY PROTECTION OF WATER RESOURCES 


Water Use Permitting 


Unless exempt by statute or identified in the Water Rights Compact of 1987, the right to use 
water is authorized by permit, which allows for the use of water for reasonable-beneficial 
uses while protecting natural systemsfrom harm. Wateruse permitapplicants must provide 
reasonable assurances that the proposed water use 1)is reasonable-beneficial, 2) will not 
interfere with any existing legal use of water, and 3) is consistent with the public interest 
[Section 373.223(1), F.S.]. The proposed water use must comply with the water resource 
protection criteria [see Rule 40E-2.301, Florida Administrative Code (F.A.C.), and the 
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Applicant's Handbook for Water Use Permit Applications within the South Florida Water 
Management District (Applicant's Handbook; SFWMD 2021b)], including 1) implementation 
criteria for regulatory components of an adopted MFL prevention or recovery strategy, 
2)implementation criteria for water reservations, and 3)RAA criteria. Additional 
information about water use permitting can be found in the 2021-2024 Support Document 
(SFWMD 20212). 


Minimum Flows and Minimum Water Levels 


MFL criteria are minimum flows or minimum water levels at which water resources, or the 
ecology of the area, would experience significant harm from further withdrawals. MFL 
criteria are applied individually to affected water bodies and define the minimum flow or 
minimum water level for surface water bodies, or minimum water level for groundwater in 
aquifers. Adopted MFLs in the SFWMD are contained in Chapter 40E-8, F.A.C The SFWMD 
adopts a prevention or recovery strategy when an MFL is initially adopted (Rule 40E-8.421, 
F.A.C.) and, if needed, when an MFL is re-evaluated or revised. The SFWMD fulfills its 
statutory obligation to identify key water bodies for which MFLs should be developed or 
re-evaluated by providing a Priority Water Body Listand Schedule in Chapter 3 ofthe annual 
updates to the South Florida Environmental Report - Volume II [Section 373.042(3), F.S]. 
Detailed information about MFLs, including descriptions of recovery and prevention 
strategies, is provided in the 2021-2024 Support Document (SFWMD 20212). 


Inthe UEC Planning Area, an MFL and prevention strategy has been adopted for the St. Lucie 
Estuary (Rule 40E-8.341, F.A.C.) (Figure 4-1). The MFLs and recovery strategies for Lake 
Okeechobee and the Northwest Fork of the Loxahatchee River affect portions of the 
UEC Planning Area butare included in the Lower East Coast water supply plan updates. 


The St. Lucie Estuary MFL and prevention strategy were adopted by the SFWMD in 2002 to 
protect the estuary'soligohaline zone and the organisms that inhabit it (submerged aquatic 
vegetation, phytoplankton, zooplankton, macroinvertebrates, and larval andjuvenile fish and 
shellfish) from significant harm (as defined in Rule 40E-8.021, F.A.C.). The MFL criteria for 
the St. Lucie Estuary are based on the determination that significant harm occurs to the 
oligohaline zone of the estuary when net freshwater flows to the estuary are reduced. This 
can occur when freshwater deliveries to the North Fork of the St. Lucie River decline 
substantially.A minimum mean monthly flow criterion of 28 cubicfeet per second (cfs) at the 
Gordy Road structure was adopted asthe MFL. Additional information about the MFL anda 
description ofthe prevention strategy are provided in Appendix C. 


Water Reservations 


Water reservations in the SFWMD are adopted by rule in Chapter 40E-10, F.A.C. A water 
reservation sets aside a volume of water for the protection of fish and wildlife or public health 
and safety (Section 373.223, F.S.). Reserved volumes of water are unavailable for allocation 
to consumptive uses. However, any unreserved volumes of water may be certified by the 
District’s Governing Board as available and allocated to consumptive uses. Water 
reservations do not 1) preventtheuse of unreserved water or water allocated in consumptive 
use permits, 2) establish operating regimes, 3) drought-proof natural systems, 4) ensure 
wildlife proliferation, or 5) improve water quality. 
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Water reservations are developed basedon existing water availability or in consideration of 
future water supplies made available by water resource development projects (Chapter 7). 
Regional water supply plans must list water resource development projects that support 
water supply development for existing and future uses and natural systems, including those 
in adopted water reservations (Section 373.709, F.S.). Additionally, water use permit 
applicants must provide reasonable assurance that their proposed use of water will not 
withdraw water that is reserved for the protection of fish and wildlife or public health and 
safety. 


Water reservations may be used to protect water for CERP projects prior their construction, 
as required by the Water Resources Development Actof 2000 and Section 373.470(3)(c), FS, 
andas parts of MFL recovery and prevention strategies. Additionally,waterreservationsmay 
bea component ofan MFL recovery or prevention strategy. Further information about water 
reservations, including their role in CERP implementation, is provided in the 
2021-2024 Support Document (SFWMD 20214). 


One water reservation has been adopted in the UEC Planning Area for the protection of fish 
and wildlife in the North Fork of the St. Lucie River (Subsection 40E-10.051, F.A.C.) and 
downstream estuaries (Figure 4-3). 


North Fork of the St. Lucie River 


The CERP Indian River Lagoon - South (IRL-S) Project was authorized by Congress in the 
Water Resources Development Act of 2007. To initiate this federal project as part of CERP, 
the State of Florida, and ultimately the SFWMD, was required to reserve or allocate water for 
the natural systems associated with the project prior to project construction and 
implementation. A prospective water reservation was adoptedby the SFWMD in 2010 for the 
North Forkofthe St. Lucie River (Subsection 40E-10.051, 
F.A.C.)—a tributary to the St. Lucie Estuary and southern 
Indian River Lagoon—to ensure any one or all of the 
C-23/C-24 North and South Reservoirs and STA 
components will provide the water needed for fish and 
wildlife. The water reservation criterion is a mean 
monthly flow of 130 cubicfeet per second over the Gordy 
Road structure from November 1 through May 31 of each 
year (Figure 4-3). 


A prospective water reservation 
legally reserves the water 


anticipated to be made 
available by a project, prior to 
the project being constructed. 


The SFWMD used aresource-based approachto develop the water reservation for the North 
Fork of the St. Lucie River. Technical evaluations, including review ofavailableliterature and 
empirical data as well as development of watershed and hydrodynamic models, were 
conducted to 1) define hydrologic targets for the river, and 2) quantify the volume of 
available water produced by the C-23 /C-24 North and South Reservoirs and STA components 
(Chapter 7). Relationships were identified among freshwater flows discharged from the 
watershed, salinity, and downstream estuarine ecological responses. These evaluations were 
documented in the supportingtechnical report for the water reservation (SFWMD 2009). An 
independent, expert peer-review panel reviewed the technical documentand related reports 
and determined that the SFWMD's analysis of the best available information supported the 
linkages between the hydrologic conditions in theriver and the habitatrequirements needed 
for fish and wildlife. The technical document and other supportinginformation for the water 
reservation are available on the SFWMD’s website at http://www.sfwmd.gov/reservations. 
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Figure 4-3. 


North Fork of St. Lucie River water reservation water body. 
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Restricted Allocation Areas 


RAAs are defined geographic areas where use of specific water supply sources (e.g., lakes, 
wetlands, canals, aquifers) is restricted due to concerns regarding water availability. RAAs 
are listed in Section 3.2.1 of the Applicants Handbook (SFWMD 2021b), which is 
incorporated by reference in Rule 40E-2.091, F.A.C. Water allocations beyond the criteria 
listed in the Applicant's Handbookare restricted or prohibited. RAAs areadopted for a variety 
of reasons, including 1) where there is insufficient water to meet the projected needs of a 
region, 2)to protect water for natural systems andfuturerestoration projects (e.g., CERP), or 
3) as part of MFL recovery or prevention strategies. Figure 4-1 shows the locations of 
adopted RAAs wholly or partiallyin theUEC PlanningArea, whichinclude the followingareas: 


C-23, C-24, and C-25 Canal System 

North Palm Beach County/Loxahatchee River Watershed Waterbodies 
Lake Okeechobee and Lake Okeechobee Service Area 

Floridan Aquifer Wellsin Martin and St. Lucie Counties 


eo e e 


C-23, C-24, and C-25 Canal System 


Dueto limited surface water availability and canal bankinstability at low stages, an RAA was 
adopted for the C-23, C-24, and C-25 canal system in 1981 (Subsection 3.2.1.B of the 
Applicant's Handbook [SFWMD 2021b]). The RAA criteria for the C-23, C-24, and C-25 canal 
system state that no additional surface water will be allocated from the C-23, C-24, and 
C-25 canals or any connected canal systems that derive watersupply from these canals, above 
existing allocations. No increase in surface water pump capacity will be recommended. 
Because these canals have permitted withdrawals that are reduced or terminated based on 
water levels (14 feet National Geodetic Vertical Datum of 1929), water shortages have been 
triggered more frequently than a 1-in-10-year drought; therefore, users ofthese canals may 
not have a 1-in-10-yearlevel of certainty unless additional watersources are used. 


North Palm Beach County/Loxahatchee River Watershed Waterbodies 


An RAA was adoptedin 2007 for the North Palm Beach County/Loxahatchee River Watershed 
Waterbodies, which are defined in Subsection 1.1 of the Applicants Handbook 
(SFWMD 2021b), to ensure that water necessary for Everglades and Loxahatchee River 
watershed restoration activities is not allocated for consumptive uses [Subsection 3.2.1.E of 
the Applicant's Handbook (SFWMD 2021b)]. The RAA prohibits net increases in the volume, 
or a change in timing on a monthly basis, of surface water and groundwater withdrawn from 
the North Palm Beach County/Loxahatchee River Watershed Waterbodies over that resulting 
from the base condition water use permitted as of April 1, 2006. The RAA is a component of 
the MFL recovery strategies for the Everglades and the Northwest Fork of the Loxahatchee 
River. Additional information on this RAA can be found in the Lower East Coast water supply 
plan updates. 
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Lake Okeechobee and Lake Okeechobee Service Area 


An RAA was adopted in 2008 for Lake Okeechobee and the Lake Okeechobee Service Area, 
which comprise the Lake Okeechobee basin, per Subsection 3.2.1.F of the Applicant's 
Handbook (SFWMD 2021b). The area covers more than 1.8 million acres, including Lake 
Okeechobee and the integrated conveyance systems that are hydraulically connected to, and 
receive water from, Lake Okeechobee, such as the Caloosahatchee River, the St. Lucie Canal, 
and secondary canal systems that receive Lake Okeechobee waterfor water supply purposes 
via gravity flow or pump [defined in Subsections 3.2.1.F.1.a and 3.2.1.F.1.b ofthe Applicant's 
Handbook (SFWMD 2021b)as the Lake Okeechobee Waterbody]. Net increases in the volume 
of surface water withdrawn from the RAA are prohibited over that resulting from base 
condition water uses occurring from April 1, 2001 to January 1, 2008. Allocations over the 
base condition water use are only allowed through sources detailed in Subsection 3.2.1.F.3.c 
of the Applicants Handbook (SFWMD 2021b), such as certified project water, 
implementation ofoffsets, alternative water supply, availableand unassigned base condition 
water use, or base condition water use that was terminated or reduced after January 1, 2008. 
The RAA is part of the MFL recovery strategy for Lake Okeechobee. Additional information 
on this RAA can be found in the Lower East Coast water supply plan updates. 


Floridan Aquifer Wells in Martin and St. Lucie Counties 


An RAA was adopted inthe 1980sthatrestricts pumps on FAS wellsin Martin and St. Lucie 
counties due to concerns regarding water availability and water quality. RAA criteria in 
Subsection 3.2.1.D of the Applicant's Handbook (SFWMD 2021b) prohibit the use of pumps 
on flowing FAS wells in Martin and St. Lucie counties unless: 1) the pump was in place before 
March 2,1974; 2) the proposed pump is installed to increase pressure in attached piping, not 
to increase the flow above the natural flow from the well; 3) an analysis shows the 
withdrawals will not interfere with existing legal uses; 4) the pump is installed temporarily 
for freeze protection; or 5) the pump is installed temporarily during a declared water 
shortage. 


SUMMARY OF WATER RESOURCE PROTECTION 


è TheUEC Planning Area has the following resource protections in place: 


Water use permitting criteria 

An MFL for the St. Lucie Estuary 

A water reservation for the North Fork of the St. Lucie River 

RAAs for the C-23, C-24, and C-25 Canal System; North Palm Beach County /Loxahatchee 
River Watershed Waterbodies; Lake Okeechobee and Lake Okeechobee Service Area; and 
Floridan Aquifer Wells in Martin and St. Lucie Counties 


* ¢ 9 9 


è MEL, water reservation, and RAA criteria continue to be implemented in the UEC Planning 
Area and have not been modified since the 2016 UEC Plan Update. 


è Water shortage and water use permitting rules and criteria have not changed for the 
UEC Planning Area sincethe 2016 UEC Plan Update. Further information on water shortage 
management and water use permitting is available in the 2021-2024 Support Document 
(SFWMD 20212). 
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NAVIGATE Së 
Detailed information about MFLs is available on the SPWMD website at http://www.sfwmd.gov/mfls. 


Detailed information about water reservations is available on the SFWMD website at 
http://www.sfwmd.gov/reservations. 


Detailed information about RAAs is available in the Applicant’s Handbook (SFWMD 2021b). 


MFL, water reservation, and RAA status updates are provided annually in Chapter 3 of the South 
Florida Environmental Report — Volume II, available at http://www.sfwmd.gov/sfer. 


Further information can be found in the 2021-2024 Support Document (SFWMD 2021a) and 
Appendix C. 
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Water Source Options 


This chapter presents water source options that could be m 
available through 2045 to accommodate urban and TOPICS 7 
agricultural demands in the Upper East Coast (UEC) Planning 
Area while still meeting the needs of the natural system. 


Surface Water 


Descriptions of the sources, current and projected uses, and Groundwater 
factors that affect availability for water supply purposes are Reclaimed Water 
provided. Chapter 6 presents the South Florida Water Water Storage 
Management District’s (SFWMD or District) analyses of the 

A i : Seawater 
surface water and groundwater conditions in the region. 
Information about water treatment technologies and their Summary of Water 
related costs is provided in the Support Document for the Source Options 


2021-2024 Water Supply Plan Updates (2021-2024 Support 
Document; SFWMD 2021). 


In the UEC Planning Area, fresh groundwater from the surficial aquifer system (SAS) and 
surface water from canals and lakes are considered traditional water sources; whereas, 
alternative water supply (AWS) or nontraditional water source options include brackish 
groundwater from the Floridan aquifer system (FAS), reclaimed water, water stored in 
aquifer storage and recovery (ASR) wells or in aboveground reservoirs, and seawater. 


To meet water supply needs, water users primarily rely on the SAS and surface water 
(Figure 5-1). However, withdrawals from these sources have approached sustainable limits 
because of aquifer productivity, environmental concerns, and resource protection criteria 
and regulatory limitations (Chapter 4). Asa result, brackish groundwater from the FAS and 
reclaimed waterare being developed to meet increased demands. Use of such AWS sources 
is an integral part ofcurrentand future water supply strategies in the UEC Planning Area. 


Surface water and fresh groundwater currently supply 9196 of water needs for Agriculture 
(AG) in the UEC Planning Area, with agricultural operations primarily relying on surface 
water (Figure 5-2). A combination of fresh and brackish groundwater supplies 10096 of 
Public Supply (PS) demands. Ofthe 15 PS utilities in the UEC Planning Area, 8 utilities use 
fresh groundwater to meet all their potable water demand, and the remaining 7 utilities use 
brackish groundwater for a portion of or all their current demands. Currently, the City of 
Stuart and St. Lucie County Utilities use only fresh groundwater from the SAS. However, the 
City of Stuart anticipates using the FAS to meet a portion of its demand beginning in 2023, 
and St. Lucie County Utilities anticipates using the FAS beginningin 2028. Existing allocations 
and infrastructure appear to be sufficient to meet 2045 water demands for AG and PS. New 
surface water withdrawals are limited by restricted allocation area (RAA) criteria 
(Chapter 4), and fresh groundwater withdrawals are limited by resource constraints. 
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Figure5-1. Water usein the UEC Planning Area in 2019, by source (From: SFWMD 2020). 
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Figure5-2. | Estimated water use in the UEC Planning Area in 2019, by source and use type. 
(Notes: Fresh groundwatersupplies 100% of Domestic Self-Supply demand. Percentages may not 
equal 100% due torounding.) 
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SURFACE WATER 


Surface water is water that has not penetrated much below the surface of the ground and is 
a major source of water supply in the UEC Planning Area. Surface water sources, primarily 
used for agricultural and urban irrigation, include canals, lakes, and reservoirs. The 
C-23, C-24, C-25, and C-44 canals are operated and maintained by the SFWMD. There also are 
smaller canals for local uses, as described below. Lake Okeechobee, which is operated and 
maintained by the United States Army Corps of Engineers, provides water to some AG users 
in theregion via the C-44 Canal. Although the UEC Planning Area has multiple surface water 
sources, most are limited by regulatory protections (Chapter 4). 


C-23, C-24, and C-25 Canals 


The C-23, C-24, and C-25 canals are the most widely used surface water sources in the 
UEC Planning Area. Although these canals are not directly connected to Lake Okeechobee or 
the SFWMD’s regional system, they are used to provide water to secondary local canals and 
to recharge the SAS. AG is the predominant user of surface water from these canals. RAA 
criteria have been established for the C-23, C-24,and C-25 canals and theirdirectly connected 
canals that prohibit additional surface water allocations from these water bodies above 
existing allocations (Chapter 4). 


C-44 Canal 


The C-44 Canal was constructed as a navigable waterway and flood control outlet for Lake 
Okeechobee and is the only canal in the UEC Planning Area to receive inflow from outside the 
basin. AG is the predominant user of the C-44 Canal. 


The recently completed C-44 reservoir and stormwater treatment areain Martin County are 
intended to capture, store, and treat runoff from the C-44 basin prior to its discharge back to 
the C-44 Canal and, ultimately, the St. Lucie Estuary (Chapter 7). The reservoir has 
50,600 acre-feet of storage and delivers water tothe 6,400-acre stormwater treatmentarea, 
which is divided into six independently operating cells for water quality treatment as a 
component of the CERP Indian River Lagoon- South Project. Construction of the 
C-44 reservoir and stormwatertreatmentarea was completedin June 2021. The reservoir is 
now in operational testing and monitoring for 2 years, after which the SFWMD will evaluate 
water availability associated with the reservoir. The District's Governing Board may certify 
additional water from the C-44 reservoir as available for consumptive use after project 
testingis complete. 


Local Surface Water Sources 


There are several water control districts, established under Chapter 298, Florida Statutes 
(F.S.), that are operated for flood control and water supply in the UEC Planning Area 
(Figure 5-3). Stormwater from the interconnected lakes and canals can be held in the water 
control district canal systems for irrigation. Some water control districts divert water from 
SFWMD canals (e.g., C-24, C-25, C-44) to maintain specific water levels within their 
boundaries. Water diversions into local canal networks are used primarily for AG irrigation 
purposes and, toa lesser extent, Landscape/Recreational (L/R) irrigation. 
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Figure5-3. Water control districts in the UEC Planning Area. 
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Existing and Future Use 


In 2019, approximately 8396 of AG demands in the UEC Planning Area was met with surface 
water, and this percentage is expected to remain the same through 2045. However, irrigated 
agricultural acreage and associated demands are projected to decrease approximately 26% 
from 2019 to 2045 (Chapter 2). The locations of permitted AG surface water withdrawals 
are shown in Figure 5-4. 
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Figure 5-4. Permitted surface water withdrawallocations for agriculturalirrigation within the 
UEC Planning Area. 
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Approximately 1796 of L/R demands in the UEC Planning Area, including golf courses, was 
met with surface water in 2019. Withdrawals primarily are from on-site ponds or adjacent 
local canals. L/R use is expected to increase 27% by 2045; however, surface water 
withdrawals may decrease as new demands, and some existing demands, are met with 
reclaimed water. Permitted L/R surface water withdrawallocations areshown in Figure 5-5. 
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Figure5-5. Permitted surface water withdrawallocations for golf course and landscape 
irrigation within the UEC Planning Area. 
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In 2019, surface water was used to meet 23% of Commercial/Industrial/Institutional (CII) 
demands in the UEC Planning Area. CII demands will increase 3096 by 2045, and the same 
proportion presumably will be met with surface water. 


The Florida Power & Light (FPL) Martin Plantin Indiantown withdraws water from the 
C-44 Canal and is the only Power Generation (PG) facility using fresh surface water for 
once-through cooling pond makeup water. Noincrease in surface water withdrawals for the 
PG use category is projected through 2045. 


Surface water is used primarily for AG and to a lesser extent L/R, CII, and PG uses. Based on 
demand projections, surface water sources supplemented with groundwater appear 
sufficient to meet the projected 2045 demands. 


GROUNDWATER 


The SAS and FAS are the major groundwater sources in the UEC Planning Area (Figure 5-6). 
The SAS provides fresh groundwater, and the FAS provides brackish groundwater. 
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Figure5-6. | Generalized hydrogeologiccross-section ofthe UEC Planning Area. 
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PS is the largest user of groundwater in the UEC Planning Area, and total groundwater 
withdrawals have slightly increased over the past 14 years (Figure 5-7). PS use of the FAS 
hasincreased in volume since 2006, whilethe volume withdrawn from the SAS has remained 
steady. In 2006, the SAS provided approximately 4996 of the water for PS, and the FAS 
provided approximately 5196. By 2019, only about 3196 of PS demand was met with water 
from the SAS due to increased use of water from the FAS (69%). The percentage of SAS use 
for PS is projected to continue decreasing overtime asthe use of AWS sources (e.g., brackish 
water, reclaimed water) increases. 
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UEC Planning Area (2006 to 2019). 


Fresh Groundwater - Surficial Aquifer System 


The SAS produces fresh water from relatively shallow wells in most ofthe UEC Planning Area. 
Fresh groundwater has a chloride concentration less than 250 milligrams per liter (mg/L), 
which is a secondary drinking water standard (United States Environmental Protection 
Agency 2021). All water use categories in the UEC Planning Area, except PG, rely on fresh 
groundwater from the SAS, although AG predominantly uses surface water. Development of 
new SAS groundwater sources may be feasiblein some areas; however, permitting new water 
supplies will depend on local resource conditions. Based on demand projections in this plan 
update, a combination of fresh and brackish groundwater (supplemented with surface water 
as described earlier) appearstobe adequateto meet projected 2045 demands. 


The SAS is an unconfined to semi-confined aquifer system composed of solutioned limestone, 
sandstone, sand, shell, and clayey sand and is recharged by local rainfall and regional canals. 
Water availability from the SAS is limited by the rate of groundwater recharge, low aquifer 
productivity, potential wetland impacts, proximity to contamination sources, saltwater 
intrusion, and other existing legal users in the area. During droughts, low regional 
groundwater levels may cause inland movement ofthe saltwater interface in the SAS. In this 
case, water shortage restrictions may be declared by the District's Governing Board to 
conserve freshwater supplies and reduce the risk of saltwater intrusion. Water availability 
from the SAS is further discussed in Chapter 6. 
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Existing and Future Use 


PS is the largest user of fresh groundwater in the UEC Planning Area (Figure 5-2). In 2019, 
20.03 million gallons per day (mgd) of the region's PS demand was met with fresh 
groundwater from the SAS. Use of the SAS is projected to increase only slightly by 2045 
(23.22 mgd) as increased PS demands are expected to be met with water from the FAS. 


In 2019, fresh groundwater from the SAS supplied 10096 of the estimated demand for 
Domestic Self-Supply (DSS). By 2045, DSS demand is expected to decrease to 5.61 mgd due 
to low anticipated growth in DSS areas and the expansion of potable water distribution lines 
in PS service areas. 


AG primarily depends on surface water and uses fresh groundwatertoa much lesser extent 
due to the low productivity of the SAS in the region. In 2019, AG demands (15.20 mgd) were 
met with fresh groundwater from the SAS. Although AG demands are expected to decrease 
26% over the planning period (from 174.42 to 130.10 mgd), no decrease in the use of fresh 
groundwater is anticipated. Permitted AG groundwater withdrawal locations in the UEC 
Planning Area are shown in Figure 5-8. 


In 2019, approximately 18% of L/R demand, including golf courses, and 77% of CII demand 
was met with fresh groundwater from the SAS (Figure 5-2). L/R and CII demands are 
expected to increase 4396, based on population growth. Fresh groundwater is expected to 
meet approximately half of the increased demand, depending on availability at specific 
locations. For the L/R category, some SAS withdrawals may be replaced with reclaimed water 
if available. Permitted L/Rgroundwater withdrawals in the UEC Planning Area are shown in 
Figure 5-9. 


In 2019, a combination of surface water and brackish groundwater was used to meet PG 
demands. Surface water is used by one PG facility for cooling pond makeup water only, which 
accounts for 9296 of PG demands. Fresh groundwater from the SAS is used by the Martin 
Power Plant for potable supply only and is not included in the PG demands. PG demands are 
expected to remain the same through 2045, and the same proportion of surface water, SAS, 
and FAS use is expected. However,some withdrawals may be replaced with reclaimed water 
as itbecomes available. 
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Figure5-8. ` Permitted surficial aquifer system withdrawallocations for agriculturalirrigation 
within the UEC Planning Area. 
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Figure5-9. | Permitted surficial aquifer system withdrawallocations for golf course and 
landscape irrigation within the UEC Planning Area. 
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Brackish Groundwater — Floridan Aquifer System 


Brackish water has a chloride concentration between 250 and 19,000 mg/L (seawater). In 
the UEC Planning Area, water from the FAS typically has chloride concentrations greater than 
1,000 mg/L and is considered brackish. Desalination or blending with fresh water is required 
before this water supply source is suitable for most uses, including irrigation and human 
consumption. Water quality in the FAS decreases substantially from central to southern 
Florida, with increasing hardness, chlorides, and salinity. Salinity also increases with depth, 
making the deeper producing zones less desirable for development than shallower parts of 
the system. The FAS is productive in the UEC Planning Area; however, use of this brackish 
water source is limited by water quality concerns (Chapter 6) and regulatory protections 
(Chapter 4). 


The FAS is a confined, high-yield aquifer system that provides substantial volumes of water. 
Overall, the productivity ofthe FAS is considerably greaterthan that ofthe SAS in the region. 
The top of the FAS is separated from the SAS by the low-permeability sediments of the 
intermediate confining unit. Within the UEC Planning Area, the FAS is composed of a 
carbonate rock (limestones and dolostones) sequence more than 2,700 feet thick. The FAS 
has several discrete aquifers separated by low-permeability confining units, including the 
Upper Floridan aquifer (UFA), Avon Park permeable zone (APPZ), and Lower Floridan aquifer 
(LFA) (Figure 5-6). 


In the UEC Planning Area, the top of the FAS (coincident with the top of the UFA) is 
approximately 800 to 1,100 feet below land surface. The UFA is under artesian pressure 
De, wells flow naturally at land surface without the need for a pump) throughout most of the 
District. The potentiometric heads (water levels) range from 30 to 55 feet above mean sea 
level. Although the potentiometric surface of the UFA is above land surface, the intermediate 
confining unit prevents upward migration of water into shallower aquifers. The UFA is 
composed of limestones from the Suwannee, Ocala, and Upper Avon Park formations. 


The top of the APPZ varies but typically is 1,200 to 1,500 feet below mean sea level and 
consists of thick beds of dolostone with interbedded limestones (Reese and Richardson 
2008). It is approximately 600 feet thick and separated from the UFA (above) and LFA 
(below) by confining units (Figure 5-6, middle confining units 1 and 2). Heads (waterlevels) 
in the UFA and APPZ are similar, but productivity and salinity vary considerably. 


The LFA comprises the limestones and dolostones of the Lower Avon Park, Oldsmar, and 
Upper Cedar Keys formations. The total dissolved solids concentration (a measure of salinity) 
within the LFA is greaterthan 10,000 mg/L, which is the threshold for an underground source 
of drinking water. Though generally not considered useful as a water supply source in the 
UEC Planning Area, the LFA includes the Boulder Zone (approximately 2,100 to 3,500 feet 
below mean sea level), a cavernous and highly transmissive interval used for disposal of 
wastewater effluentand concentrate from reverse osmosis (RO) treatment facilities through 
the use of deep injection wells. 


The SFWMD partners with other agencies (e.g., the United States Geological Survey) to 
monitor the FAS through regional monitor well networks and through permittees as part of 
reporting requirements for water use (SFWMD) and deep injection wells (Florida 
Department of Environmental Protection). Data from these wells indicate some seasonal 
variations in water levels, but overall, levels have remained stable over the period of record. 
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Nearly all PS utilities in the UEC Planning Area that use the UFA have had one or more 
production wells experience degraded waterquality. However, regional water quality in the 
FAS has remained relatively stable. Chapter 6 contains monitor well location information 
and data from the regional FAS networkas wellas water quality graphs from PS utility data. 


Existing and Future Use 


Withdrawals (mgd) 


The FAS provides brackish groundwaterfor PS, AG, L/R, and PG demandsin the UEC Planning 
Area. PS utilities extensively use the FAS as a water supply source. PS withdrawals from the 
FAS increased from approximately 20 to 36 mgd between 2006 and 2019 (Figure 5-10) and 
are expected toincrease to 56 mgd by 2045. In the UEC Planning Area, seven PS utilities have 
FAS permit allocations, totaling 89.37 mgd. The FAS is not used for PS in the portion of 
Okeechobee County within the UEC Planning Area. 


40 


30 
25 
20 
15 
10 

5 


2006 2007 2008 2009 2010 2011 2012 2013 2014 2015 2016 2017 2018 2019 
E Martin © St. Lucie 


Figure5-10. Public Supply withdrawals from the Floridanaquifer systemin the 
UEC Planning Area (2006 to 2019). 


PS utilities use RO treatment to remove excess salinity and reach acceptable drinking water 
quality. The approximate production efficiency, or recovery, for brackish water RO facilities 
Districtwide is between 7596 and 8596, depending on the membrane technology employed 
and the salinity of the source water (Carollo Engineers, Inc. 2009). There currently are eight 
RO water treatment plants in Martin and St. Lucie counties, with a combined treatment 
capacity of 59.04 mgd. To some extent, FAS water can be blended with fresh water from the 
SAS and treated with lime softening or nanofiltration technology to meet chloride drinking 
water standards. The ability to use blending depends on the water quality of the FAS water 
and other treated water produced by the utility. 


Additional permitted FAS users in the UEC Planning Area include numerous AG users, six golf 
courses—Sailfish Point Golf Club, Jupiter Island Club, Indianwood Golfand Country Club, and 
Martin County Golf and Country Club in Martin County, and Island Pines Golf and Country 
Club and Island Dunes Country Club in St. Lucie County—and one PG facility: the Treasure 
Coast Energy Center in St. Lucie County. AG permit holders use the UFA as a supplemental 
source when surface water availability is limited. AG and L/R FAS demands are not expected 
to increase between 2019 and 2045. FAS demands for PG increased from 1.45 mgd in 2019 
to 3.34 mgd in 2020 butare not expected to increase again before 2045. FAS well locations 
are shown in Figure 5-11. 
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Figure5-11. Floridan aquifer system wells in the UEC Planning Area. 


The SFWMD used the East Coast Floridan Model (ECFM) to simulate 2019 and 2045 demands 
from the FAS in the UEC Planning Area. Review of historical chloride data and the ECFM 
results concluded that with properly designedand managed wellfields, the FAS appears able 
to meet projected demands through 2045. The ECFM simulations and analyses conducted to 
support this plan update are considered conservative and provide insightto potential water 
level and water quality changes that may occur in the FAS over time if no wellfield design or 
operations plan is implemented to minimize the movement of poor-quality water. The model 
results identified potential areas that may require further evaluation. Water quality should 
remain adequate for all users, with RO treatment as needed. A discussion of the model results, 
conclusions, and recommendations is provided in Chapter 6 and Appendix D. 
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RECLAIMED WATER 


Reclaimed water is wastewater that has received at least secondary treatment and basic 
disinfection and is reused after flowing out of a domestic wastewater treatment facility 
(WWTF) [Rule 62-610.200, Florida Administrative Code (F.A.C.)]. Reuse is the deliberate 
application of reclaimed water for a beneficial purpose. Criteria used to classify projects as 
"reuse" or "effluent disposal" are contained in Rule 62-610.810, F.A.C. 


The Water Resource Implementation Rule 
(Chapter 62-40, F.A.C.) requires the Florida 
Department of Environmental Protection and 
water management districts to advocate and 
direct the use of reclaimed water as an 
integral part ofwater management programs, 
rules, and plans. The SFWMD requires all 
water use permit applicants proposing to use 
more than 0.10 mgd of water and applicants 
within a mandatory reuse zone, as designated 
by local governments through ordinance, to 
use reclaimed water if feasible. In addition, 
substitution credits and impact offsets, resulting from use of reclaimed water, may be 
included in a water use permit. A substitution credit is the use of reclaimed water to replace 
a portion or all of an existing permitted use of a limited surface water or groundwater 
resource, allowing a different user to initiate or increase withdrawals from the resource. 
Impact offsets are derived from the use of reclaimed water to reduce or eliminate a harmful 
impact that has occurred or would occur as a result of a surface water or groundwater 
withdrawal. 


Existing Reuse 


Wastewater reuse conserves water resources by reducing reliance on traditional freshwater 
sources and is an environmentally sound alternative to deep well injection and other 
traditional disposal methods. Although disposal methods will be needed duringwet periods, 
the use ofreclaimed water during normal to dry periods minimizes wasteful disposal of water 
resources. In addition, reclaimed water provides an acceptable alternative to potable water 
for uses like irrigation, often at a lower cost. The volume of reclaimed water used in the 
UEC Planning Area for a beneficial purpose (e.g., landscape irrigation, golf course irrigation, 
cooling water) increased from 5.80 mgd in 1994 to 8.80 mgd in 2019 (Figure 5-12). Annual 
fluctuations in the volume of reclaimed water used are due to the addition of new users 
and variable amounts of rainfall. 
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Figure5-12. Annual average reclaimed wateruse in the UEC Planning Area from 1994 to 2019. 


As of 2020, there are 20 domestic WWTFs in the UEC Planning Area with a capacity of 
0.10 mgd or greater (Appendix E). In 2019, those facilities treated a total of 24.22 mgd and 
3696 wasreused. The 2019 Reuse Inventory (Florida Department of Environmental Protection 
2020) indicated 2796 of wastewater generated in St. Lucie County and 5396 generated in 
Martin County is reused. Reuse was primarily for irrigation of golf courses, parks, schools, 
and residential lots (7.73 mgd of the 8.77 mgd reused). The remainder was reused for 
groundwater recharge through percolation ponds (0.36 mgd) and other uses such as 
processes at the treatment facility, cooling water, toilet flushing, and absorption fields 
(0.68 mgd). However, 16.01 mgd of potentially reusable water was disposed ofthrough deep 
wellinjection and surface water discharge in 2019. 


Reclaimed Water System Interconnects 


Reclaimed water system interconnects may be owned or operated by different utilities or 
may be shared between two or more domestic WWTFs that provide reclaimed water for 
reuse activities. When two or more reclaimed water systems are interconnected, additional 
system flexibility is attained, which increases efficiency and reliability.In the UEC Planning 
Area, the City of Stuart has extended a reclaimed transmission main to supply excess 
reclaimed waterto Martin County Utilities for distribution and reuse. 


Future Reuse 


Wastewater flows are projected to increasefrom 24.22 mgd in 2019to 46.13 mgd by 2045,a 
21.91 mgd increase. As stated previously, 16.01 mgd of potentially reusable wastewater 
effluent was disposed of in the UEC Planning Area in 2019. Combined, this represents 
37.92 mgd of potential AWS. Utilities currently distributing reclaimed water to customers 
intend to continue and expand their reuse systems as additional reclaimed water and users 
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become available. Most major utilitiesin the region are planningto provide more reclaimed 
water by 2045. In many cases, future reuse will occur in new residential developments. 


Many utilities have constructed the requiredtreatmentfacilities to produce reclaimed water 
for publicaccess irrigation in anticipation of increased reclaimed water demand in the future. 
In many areas, local government development approval includes use ofreclaimed water and 
extension ofreclaimed water pipelines,substantiallyincreasing the volume ofreuse by 2045. 
Applying the current reuse rate of 36% to projected wastewater flows results in 16.61 mgd 
of additional reuse by 2045. 


The following planned activities by utilities could increasereusein the UEC Planning Area: 


è Development in western sections of the City of Port St. Lucie Utility Systems 
Department's service area is expected to increase water reuse from the Glades 
WWITF. New service to existing developments is also expected to increase reuse in 
the area. 


è Construction of a mainland water reclamation facility by the Fort Pierce Utilities 
Authority is expected to increase opportunities for water reuse. The existing Island 
WWITTF, which is expected to be replaced by the Mainland WWTF, has limited reuse 
potential due toa lack of demand in the vicinity. 


è Construction of a regional WWTF in northeastern St. Lucie County will make 
reclaimed water available for new development and expand other reuse distribution 
systems. 


è The reclaimed water interconnect between the City of Stuart and Martin County 
Utilities allows for expanded reuse of the city’s reclaimed water and allows Martin 
County Utilities to expand their reclaimed water distribution network. 


Many utilities are proposing to use reclaimed water for irrigation in new residential 
developments. This could replace the use of potable water for irrigation in those 
developments and reduce PS demands from the FAS comparedtocurrent projections. 


Supplemental Sources to Meet Reuse Demand 


The use of supplemental water supplies to meet peak demands for reclaimed water may 
enable a water utility to maximize its use of reclaimed water. However, during times of 
drought, water sources such as surface water, groundwater, and stormwater may not be 
available to supplement reclaimed water supplies in some areas. Use of supplemental water 
supplies is subjectto consumptive use permitting by the SFWMD. 


As of 2020, St. Lucie West Services District is the only utility in the UEC Planning Area that 
supplements its reclaimed water. In 2019, the utility supplemented its reclaimed water 
supply primarily with water from its stormwater management lakes (0.45 mgd) and a small 
amount of SAS groundwater (0.03 mgd). South Martin Regional Utility historically has 
supplemented its reclaimed water with SAS groundwater but did not report supplemental 
flows in 2019. 
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WATER STORAGE 


Storage is an essential componentofany supply system that experiences fluctuation in supply 
and demand. Capturing excesssurface waterand groundwater during wet conditions for use 
during dry conditions increases the amount of available water. Approximately two-thirds of 
South Florida’s annual rainfall occurs during the wet season. Without sufficient storage 
capacity, much of this water discharges to the ocean through surface water management 
systems and natural drainage. In the UEC Planning Area, potential water storage options 
include ASR systems and reservoirs, both of which are considered AWS options. 


Aquifer Storage and Recovery 


ASR involves storing stormwater, surface water, fresh groundwater, drinking water, or 
reclaimed water in an aquifer that has appropriate attributes (e.g., modest transmissivity, 
intergranular porosity, overlain by a competent confining unit, low ambient water salinity) 
and subsequently recovering the water. In this process, an aquifer acts as an underground 
reservoir for injected water. The injected water is treated to appropriate standards, which 
may vary depending on the water quality ofthe receiving aquifer, and then pumpedinto the 
aquifer through a well (i.e., stored). The water is pumped back out (i.e., recovered) at a later 
date for use. The amount of water recovered depends on subsurface conditions, storage time, 
and water quality. The level of treatment required during recovery, if any, depends on the 
intended use of the water (e.g., public consumption, irrigation, surface water augmentation, 
wetlands enhancement). 


The volume of water made available through ASR depends on several factors, including well 
yield, water availability, aquifer characteristics, variability in water supply and demand, and 
use type. There are uncertainties that need to be addressed with the implementation of ASR 
systems, but this storage option has the potential to retain substantial quantities of water that 
otherwise would be lost to the ocean, deep well injection, or evaporation. 


Most of the ASR systems in the District have been built by PS utilities to store potable water 
during periods of low seasonal demand for subsequent recovery during periods of high 
demand. To date, one ASR exploratory well and an associated monitor well have been 
constructed (Port Mayaca) within the UEC Planning Area. The SFWMD has conducted aquifer 
performance testing on this exploratorywell. Ten ASR wells are proposed (by the City of Port 
St. Lucie Utility Systems Department) at the McCarty Ranch Preserve and Water Treatment 
Plant site (expected start date of December 2032). The SFWMD, in cooperation with the 
United States Army Corps of Engineers, is pursuing regional ASR systems as part of the 
Comprehensive Everglades Restoration Plan (CERP). Further information about these 
projects is provided in Chapter 7. 


Local and Regional Reservoirs 


Surface water reservoirs store water primarily captured during wet weather conditions for 
use during the dry season and are considered an AWS source. Water typically is captured 
from rivers or canals and stored in aboveground or in-ground reservoirs, which are referred 
to as off-stream reservoirs. Small-scale (local) reservoirs are used by agricultural operations 
to store recycled irrigation water or collect stormwater runoff. These reservoirs also may 
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provide water quality treatment before off-site discharge. Large-scale (regional) reservoirs 
are used for stormwater attenuation, water quality treatment in conjunction with 
stormwater treatment areas, and storage of seasonally available water. Regional storage 
projects, such as those related to the CERP Indian River Lagoon - South Project (Chapter 7), 
may enhance surface water availability. The recently completed C-44 reservoir and the 
proposed McCarty Ranch and Grove Land reservoirs are examples of off-stream regional 
reservoirs in the UEC Planning Area. Water supply development projects designedto capture, 
treat, and store water are discussed in Chapter 8. 


SEAWATER 


The use of desalinated seawater from the Atlantic Ocean is an AWS option. The SFWMD does 
not require water use permits for the use of seawater. One PG facility in the UEC Planning 
Area uses seawater for cooling purposes (FPL St. Lucie Nuclear Plant). The ocean is an 
abundant source of water; however, desalination is required before seawater can be used for 
most water supply purposes. There are no PS utilities currently using or proposing to use 
seawater by 2045. 


Major advances in seawater desalination treatment and efficiencies have occurred over the 
past decade. As a result, desalination costs are declining; however, the cost of standalone 
seawater desalination facilities remains higher thanbrackish water desalination. Co-locating 
seawater desalination facilities with coastal power plants results in cost savings, decreasing 
the cost difference compared to other AWS options. Additional information regarding 
seawater desalination is provided in the 2021-2024Support Document (SFWMD 2021). 


SUMMARY OF WATER SOURCE OPTIONS 


Water users in the UEC Planning Area rely on fresh groundwater and surface water as well 
as brackish water from the FAS and reclaimed water for urban, agricultural, and industrial 
uses. Total gross water demands underaverage rainfall conditions are projected to decrease 
396 between 2019 and 2045. Additionally, the total demand projection for 2045 in this 
2021UEC Plan Update is 2196 lower than the estimated 2040 demand projected in the 
2016 UEC Plan Update. As concluded in previous UEC water supply plan updates, traditional 
freshwater sources alone are not sufficient to meet projected 2045 water demands; 
therefore, continued developmentof AWS sources is needed. 


The SAS historically has served as the primary source of water to meet PS demands in the 
UEC Planning Area. Large-scale expansion of SAS withdrawals is limited by the rate of 
groundwater recharge,low aquiferproductivity, potential impacts to existing legal usersand 
wetlands, possible saltwater intrusion, and proximity to contamination sources. Therefore, 
the FAS will continue to provide an increasing portion of the water needed to meet 2045 PS 
demands. The ECFM results indicate theFAS will beableto meet demands,in terms of volume 
and water quality. 


Surface water and the SAS will remain the primary sources for AG and L/R irrigation. As 
urban growth occurs, some agricultural land is expected to transition to urban uses. Many 
existing agricultural areas have water use permits to use fresh groundwater for crop 
irrigation. While water use permits cannot be directly transferred from one land use type to 
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another, conversion of agricultural lands to another use may result in available fresh 
groundwater, consistent with regulatory criteria. In addition, most utilities are proposing to 
expand reclaimed water distribution systems to new developments for irrigation. 


The UEC Planning Areareceives an averageof 55 inches ofrainfall annually; nearly two-thirds 
of this rainfall occurs during the wet season. Without sufficient storage capacity, much of this 
water discharges to tide. ASR systems and reservoirs under developmentas part of CERP will 
increase storage capacity, and in addition to meeting environmental water needs, will 
enhance water availability for other uses. 


Water source options depend on location, use type, demand, regulatory requirements, and 
cost. As competition for limited water resources increases, development of AWS sources will 
also increase. The conclusions of previous plan updates continue to represent the issues 
considered to meetthe 2045 projected water demands within the UEC Planning Area. 
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Water Resource Analyses 


This chapter provides historical data and analyzes the 


current and future status of water resourcesin the Upper TOPICS & | 
East Coast (UEC) Planning Area ofthe South Florida Water Summary of Issues 
Management District (SFWMD or District) as well as their Identified for 2045 


limitations and ability to meet the projected demands 
described in Chapter 2. The issues identified in this 
chapter may affect the use of existing water resources and Surface Water Availability 
the development of new supplies to meet projected water Groundwater Availability 
demands for 2045. Appendix D provides additional 
details about climate change, saltwater intrusion, and 
regional Floridan aquifer system (FAS) modeling. 
Understanding the effects of meeting water demands 
through withdrawals from water resources is critical to 
water supply planning. 


SUMMARY OF ISSUES IDENTIFIED FOR 2045 


Fresh groundwater, in conjunction with currently permitted surface water, is not adequate 
to meet the growing needs of the UEC Planning Area during 1-in- 10-year drought conditions. 
As a result, water users from several use categories are expanding their use of alternative 
water supply (AWS) sources. Most Public Supply (PS) utilities are using the FAS to meet a 
portion of their current demands and to meet increases in demands through 2045. To meet 
greenspace irrigation demands, the use of reclaimed wateris projected to increase in the UEC 
Planning Area. In addition, continued decreases in irrigated agricultural acreage and 
associated demands have resulted in reduced demandson surface water sources. Finally, the 
C-44 reservoir and stormwater treatment area (STA), which have been constructed and are 
in a 2-year testing period, and the Indian River Lagoon South (IRL-S) Project components will 
capture excess surface water discharges for later release, which will enhance water 
availability for water supply purposes (Chapter 7). 


Evaluation and Analysis 


Climate Change and Sea 
Level Rise 


Summary of Water 
Resource Analyses 
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The issues identified inthis 2021 UEC Plan Update areconsistent with those in previous plan 
updates. The following issues continue to influence water supply planning efforts in 
UEC Planning Area: 


è Increased withdrawals from the surficial aquifer system (SAS) are limited by low 
aquifer productivity, potential impacts on wetlands and existing legal wateruses, the 
potential for saltwater intrusion, and proximity to contamination sources. New or 
increased allocations will be evaluated on an application-by-application basis to 
determine ifa project meets water use permitting criteria. 


è Peak discharges of surface water during the wet season are affecting the ecological 
health of the St. Lucie River and Indian River Lagoon. 


è Regulatory limitations prohibit additional surface water allocations from the 
C-23, C-24, and C-25 canals and from Lake Okeechobee and the Lake Okeechobee 
Service Area (LOSA). 


è Withdrawals from the FAS are expected to increase to meet future demands. 
Monitoring water levels and water quality in the FAS will be needed to ensure 
long-term sustainability ofthe resource. 


è Climate change and sea level rise could impact the UEC Planning Area. 


Previous water supply plan updates identified a variety of AWS projects to prevent water 
resource impacts, avoid competition among water users, and provide a sustainable supply of 
water. AWS projects include the use of reclaimed water, storage of water using aquifer 
storage and recovery (ASR) wells and reservoirs, and developmentand use of brackish water 
sources. 


While development of fresh groundwater is limited in many areas of the UEC Planning Area, 
it may be availablein some places. As urban growth occurs, some agricultural land is expected 
to transition to urban community uses. While water use permits cannot be directly 
transferred from one land use type to another, conversion of agricultural lands to another 
use may result in available fresh groundwater and surface water. 


EVALUATION AND ANALYSIS 


When developing this water supply plan update, data and information from many sources 
were considered. The following information sources were used to evaluate water resources 
in the UEC Planning Area, including their availability and ability to meet projected demands 
considering the issues listed above: 


è Water use permits and permit applications 

è Water supply demand projections for 2045 

è Hydrologic data for the SAS and FAS from monitor wells 

è Updated results from the East Coast Floridan Model (ECFM) using 2019 and 2045 
demands 


è Updated saltwaterinterface maps for Martin and St. Lucie counties 

è Input from planning area stakeholders and the public 

è Water Supply Facilities Work Plans and capital improvement elements from local 
governments 

è Activities and progress since the 2016 UEC Plan Update, including water supply 
diversification 


è Data andinformation from the Comprehensive Everglades Restoration Plan (CERP), 
including status of CERP projects 
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Based on information from the aforementioned sources, issues identified in the 2016 UEC 
Plan Update were determined to be applicable for this 5-year plan update. The projected 
2045 gross water demands for all water use categories in this plan update are 21% less than 
the projected 2040 demands in the 2016 UEC Plan Update (Chapter 2). The decrease in total 
projected demand is due primarily to decreases in Agriculture (AG) demands. Asa result, the 
findings and conclusions of previous plan updates are considered conservative but still 
representative of current and projected scenarios. 


SURFACE WATER AVAILABILITY 


In the UEC Planning Area, surface water is primarily used for agricultural and urban 
irrigation. Notable surface water sources for the region include the C-23, C-24, and 
C-25 canals, and the C-44 Canal, which is part of the Lake Okeechobee Service Area (LOSA). 
Resource protection criteria (Chapter 4) must be considered when determining the 
availability of water sources. Surface water use is limited by restricted allocation area (RAA) 
criteria adopted for Lake Okeechobee and LOSA and for the C-23, C-24, and C-25 canals 
(Chapter 4). The RAA for Lake Okeechobee and LOSA restricts additional allocations from 
Lake Okeechobee and the integrated conveyance systems that arehydraulically connected to 
and receive water from Lake Okeechobee, including the C-44 Canal. The RAA for the 
C-23, C-24, and C-25 canals limits withdrawals to the existing allocations; therefore, these 
canals cannotberelied on to meetadditional future demands. However, use ofthese surface 
water bodies has decreased with the decline in agricultural acreage. In the future, some 
surface water use may bereplaced with AWS sources, such as reclaimed water ifitbecomes 
available. 


In addition to water supply, canals and other surface water bodies are used for flood control, 
groundwater recharge, and preventing saltwater intrusion, amongother uses. Depending on 
location, water elevationsin canals are controlled to meetone or more objectives. Water level 
monitoring is a key component in managing surface water sources and is performed for a 
variety of reasons, including the following: 


è Freshwater head is measured at coastal canal structures to evaluate potential 
saltwater intrusion. 


è Surface water staff gauges are used to monitor hydroperiods in natural and 
man-made water bodies (i.e., wetlands). 


è Surface water levels in lakes, reservoirs, and canals aremeasuredto guide operations 
for water supply. 


è Surface water levels are used to establish minimum flow and minimum water level 
(MFL) criteria and monitor compliance withthose criteria to protect natural systems. 


Several factors were considered when evaluating surface water availability to meet current 
and future demands in the UEC Planning Area. Based on monitoring data and resource 
protection criteria (i.e. RAAs, MFLs), surface water use for water supply is limited and is 
expected toremain sothrough the planning horizon. Increased future demands in the region 
likely will be metusing groundwater sources. 
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GROUNDWATER AVAILABILITY 


The SAS and FAS arethe major groundwater sourcesin the UEC Planning Area (Chapter 5). 
The following sections provide data and analyses of water levels and water quality in the SAS 
and FAS within the UEC Planning Area. The analyses focus on Martin and St. Lucie counties 
because the portion of Okeechobee County within the planning area lacks continuous 
long-term monitoring data. Hydrographs for selected SAS and FAS monitor wells are 
presented to show changes in water levels, using datafrom the District’s DBHYDRO database, 
which contains historical and current hydrologic, meteorologic, hydrogeologic, and water 
quality data. In DBHYDRO, monitor wells are identified by a unique DBKey, as shown in the 
hydrographs below. In addition to the hydrographs, time series plots of chloride 
concentrations are provided as indicators of water quality. Water quality data in these time 
series plots are provided by PS utilities as part of their water use permit monitoring 
requirements. Additional information about PS utilities, including permitted allocations, 
treatment facilities, and proposed projects, is available in Appendix B. 


Surficial Aquifer System Analysis 


Water availability from the SAS is affected by the rate of groundwater recharge, low aquifer 
productivity, potential wetland impacts from groundwater withdrawals, proximity to 
contamination sources, proximity to saltwater sources, and other existing legal users. 
Additional limited supplies may be developed and permitted from the SAS depending on local 
resource conditions, changing land use, and the viability of other supply options. Future 
strategies to address limits on availability are provided in Chapter 9. 


Surficial Aquifer System Water Levels 


Historically, the SAS has been the primary source of potable waterand urban irrigation in the 
UEC Planning Area. PS utilities use both the SAS and FAS but are meeting increased demands 
with water from the FAS. SAS monitor well locations in the UEC Planning Area are shown in 
Figure 6-1. For water supply planning purposes, nine SAS monitor wells were chosen as 
representative of trends in regional water levels (Table 6-1). Of these nine wells, four are 
discussed in this chapter; supplemental hydrographs are presented in Appendix D. 


The SAS is recharged by infiltration from rainfall and local surface water bodies. Seasonal 
variations in water levels betweenthe wet and dry seasons are typical in rain-driven shallow 
aquifers. While the magnitude of these fluctuations may vary from year to year (Figures 6-2 
to 6-5), overall SAS water levels in the UEC Planning Area appear tobe stable. 
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Figure6-1. Active surficial aquifer system water level monitor wells in the UEC Planning Area. 
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Table 6-1. Minimum, maximum, and average groundwater levels for select surficial aquifer 
system wells in the UEC Planning Area. 


Total Depth ` Minimum Level MaximumLevel Average Level 
(ft bls) (ft NGVD29) (ft NGVD29) (ft NGVD29) 


Martin 
m1024 | 330 | 0.24 | 1014 | 294 _| 01/01/1993t003/01/2020 
M-1048 | — 80.0 | 2416 | | 29.07 | 


Well Name* Period of Record 


29.07 09/25/1974to 01/28/2021 


M-1255 22.81 28.72 25.06 01/13/1993 to 12/08/2020 


SAV4-GW 15.65 01/01/1997 to 01/28/2021 
St. Lucie 

01/01/1993t0 12/15/2020 

STL-176 01/01/1993 to 12/07/2020 

s185 | 118.0 | 2048 | 27.91 | 2460 | 01/15/1993to 08/26/2020 

STL214 02/09/19931o 11/01/2020 

| SrL264 | 90.0 | 1768 | 2179 | 1918 | 01/21/1993t0 08/16/2020 


bls = below land surface; ft = foot; NGVD29 = National Geodetic Vertical Datum of 1929. 
* Bolded wells are discussed in this chapter. Hydrographs for the remaining wells are presented in Appendix D. 


Figures 6-2 and 6-3 show long-term groundwater levels in monitor wells M-1024 and 
M-1048, respectively. Both wells show anapproximately 10-foot maximum variation in water 
levels between the annual wet and dry seasons. There alsois a subtle increase in dry season 
water levels over the past 5 years at the coastal M-1024 well, in response to recent wet 
conditions in the UEC Planning Area. 


01-JAN-1993 to 01-MAR-2020 


ftNGVD29 
a 


1993 1994 1995 1996 1997 1998 1999 2000 2001 2002 2003 2004 2005 2006 2007 2008 2009 2010 2011 2012 2013 2014 2015 2016 2017 2018 2019 2020 


Date 
Provisional data, if present, are indicated by square symbol. 
DBKey Station Agency Data Type Unit Statistic Frequency Strata Gate/Pump# 
02969 M-1024 USGS ` WELL ft NGVD29 MAX DA 83 N/A 
Figure 6-2. | Water levels in surficial aquifer system monitor well M-1024, southern coastal 
Martin County. 
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Figure6-3. Water levels in surficial aquifer system monitor well M-1048, central Martin County. 


Figures 6-4 and 6-5 show long-term groundwater levels in monitor wells STL-185 and 
STL-264. STL-185 exhibited its lowest water elevation in 2007 (a drought year), and then 
rebounded toa normal pattern with a maximum fluctuation of nearly 7.5 feet. STL-264 shows 
seasonal fluctuations as well as decreased water levels during the 2007 drought. The 
maximum water level fluctuation for the well’s period of record is only 4 feet. 


15-JAN-1993 to 26-AUG-2020 


28.01|—: 


ftNGVD29 
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Date 


Provisional data, if present, are indicated by square symbol. 


DBKey Station Agency Data Type Unit Statistic Frequency Strata Gate/Pump# 
————-NV865 STL-185 USGS WELL ft NGVD29 MAX DA 115 N/A 
Figure 6-4. Water levels in surficial aquifer system monitor well STL-185,south central 
St.Lucie County. 
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Figure6-5. Water levels in surficial aquifer system monitor well STL-264, north central 
St. Lucie County. 


Surficial Aquifer System Water Quality 


Water quality monitoring is crucial to managing and protecting fresh groundwater sources 
such as the SAS. Chloride concentration data are used to monitor saltwater intrusion, which 
can occur from the inland movement of the saltwater interface or the sustained upward 
movement of deeper saline groundwater (upconing). Chlorideconcentrations mustbe below 
250 milligrams per liter (mg/L) to meet the drinking water standard (United States 
Environmental Protection Agency 2021). In the UEC Planning Area, several PS utilities 
withdraw water from the SAS (Table 6-2), and some wellfields are near the coast. Coastal 
wellfields have the potential to experiencelateralsaltwater intrusion, and monitor wells are 
purposely installed to the east as sentinel wells. 


Table 6-2. Major Public Supply utilities withdrawing waterfrom the surficial aquifer system. 


Number of Existing 
Utility Permit Number Permitted SAS 
Production Wells 


Martin County 
Martin County Utilities 43-00102-W 


SAS Allocation 
(mgd) 


South Martin Regional Utility 43-00066-W 
i 


Stuart, City of 43-00053-W 
St. Lucie County 


Fort Pierce Utilities Authority 56-00085-W 
Port St. Lucie Utility Systems Dept., City of 56-00142-W 


mgd = million gallons per day; SAS = surficial aquifer system. 
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Martin County Utilities 


Martin County Utilities has withdrawn water from the SAS since the 1980s. Most of the 
utility's SAS monitor wells have reported chloride concentrations of less than 200 mg/L; 
therefore, only a representative sample is shown in Figure 6-6. Overall, chloride 
concentrations have remained stable since 2009, with chloride concentrations below 
250 mg/L. Well B21_SW-2 has shown elevated chloride concentrations, but they have been 
declining since 2016. Chloride concentrations at well TF-1 have been steadily increasing but 
remain below 200 mg/L. The utility's other monitor wells show no notable long-term 
increases in chloride concentrations. 
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Figure6-6. Chloride concentration trends at surficial aquifer system wells monitored by 
Martin County Utilities. 
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South Martin Regional Utility 


South Martin Regional Utility (previously known as Hobe Sound Water Company and 
Hydratech Utilities) has used the SAS for water supply since the 1970s. Most ofthe utility's 
SAS monitor wells have reported chloride concentrations ofless than 200 mg/L; therefore, 
only a representative sample is shown in Figure 6-7. Overall, chloride concentrations have 
been stable since 2009and remained below 200 mg/L, except for wells SW-13S and SW-3DR. 
However, neither well has shown an increasing trend in chloride concentrations since 2009. 


South Martin Regional Utility 43-00066-W (SAS) 
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City of Stuart 


City of Stuart has obtained its watersupply from the SAS since the 1950s. Most ofthe utility's 
SAS monitor wells have reported chloride concentrations less than 200 mg/L; therefore, only 
a representative sample is shown in Figure 6-8. Overall, chloride concentrations have 
remained stable since 2009, with seasonal fluctuations and no notable increases. Wells 
M-1158and M-1147 had chloride concentrationsgreaterthan 200 mg/L from 2012 to 2018. 
However, noincreasingtrend has occurred at either well over the period ofrecord. 
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Figure 6-8. Chloride concentration trends at surficial aquifer system wells monitored by 
City of Stuart. 
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Fort Pierce Utilities Authority 


Fort Pierce Utilities Authority has obtained a portion of its water supply from the SAS since 
the 1960s. Most of the utility's SAS wells have reported chloride concentrations less than 
100 mg/L; therefore, only a representative sample is shown in Figure 6-9. Overall, chloride 
concentrations have remainedstable since 2009. Since 2009, wells FPSW-2 and FPSW-3 have 
shown large fluctuations in chloride concentrations, from less than 100 mg/L to more than 
600 mg/L. However, no increasing trendhas occurred at either well over the period of record. 
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Figure 6-9. Chloride concentration trends at surficialaquifer system wells monitoredby 
Fort Pierce Utilities Authority. 
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City of Port St. Lucie Utility Systems Department 


The City of Port St. Lucie Utility Systems Department has obtained a portion of its water 
supply from the SAS since the 1960s. Most of the utility's SAS wells have reported chloride 
concentrations less than 250 mg/L; therefore, only a representative sample is shown in 
Figure 6-10. In 2019, one well (well 24) had chloride concentrations greater than 250 mg/L, 
but concentrations have since decreased. Overall, chloride concentrations have remained 
stable over the period of record. 
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Figure6-10. Chloride concentration trends at surficial aquifer system wells monitoredby the 
City of Port St. Lucie Utility Systems Department. 


Surficial Aquifer System Conclusions 


Pastand present analyses ofthe SAS indicateitis alimited waterresource in many areas and 
cannot be the primary source for all projected water demands in the UEC Planning Area 
without harming the environmentor the resource. Water levels and water quality in the SAS 
appear to be stable at current withdrawal rates. However, AWS sources, such as the FAS, will 
need to be developed to meet increases in demand. 
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Floridan Aquifer System Analysis 


The FAS is a productive and importantsource of water for the PS and AG water use categories 
in the UEC Planning Area. The FAS is brackish and flows naturally at land surface withoutthe 
need for pumps (i.e., artesian wells) throughout most of the planning area. There are two 
water- producing zones in the FAS that are used in this region: Upper Floridan aquifer (UFA) 
and Avon Park permeable zone (APPZ). Currently, the Lower Floridan aquifer is not used as 
a water source in the UEC Planning Area due to high chloride concentrations. 


Use of the FAS is limited by water quality concerns and regulatory protections. Water 
availability from the FAS is affected primarily by water quality degradation, which can be 
managed through appropriate wellfield design and operating protocols. PS utilities can 
increase well spacing to minimize interference effects, rotate the operation of individual 
wells toreduce pumping stress, reduce pumping rates, and plug and abandon wells thathave 
shown an increase in chloride concentrations. Most PS utilities are required to monitor water 
quality at their wellfields as part of their water use permit. Future strategies to address limits 
on availability are providedin Chapter 9. In addition, an RAA was adopted prohibiting pumps 
on flowing FAS wells in Martin and St. Lucie counties that increase the flow above the natural 
flow from the well, with some exceptions (Chapter 4). 


Monitoring provides a better understanding of the hydrogeologic system through long-term 
systematic data collection, which is needed to evaluate current conditions, detect temporal 
trends, and develop and calibrate groundwater models. The SFWMD’s Regional Floridan 
Groundwater (RFGW) monitoring program consists ofa network of monitor wells completed 
in the various producing zones (i.e., UFA, APPZ) that track conditions in the FAS, including 
water levels and water quality, which are crucial to evaluating the water supply potential of 
the FAS. The RFGW wells are intended to collect background data and thus are located in 
areas where they are not directly influenced by withdrawals for consumptive use. 


Floridan Aquifer System Water Levels 


PS utilities are expanding their use of the FAS to meet increased water demands. Due to this 
increased use, itis important to monitor water levels to identify any impacts to the resource. 
FAS monitor well locations in the UEC Planning Area are shown in Figure 6-11. For water 
supply planning purposes, nine FAS monitor wells were chosen as representative of trends 
in regional water levels (Table 6-3). Of these wells, seven are co-located wells at three 
locations and are discussed in this chapter; supplemental hydrographs are presented in 
Appendix D. 
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Figure6-11. Active Floridan aquifer system monitor wells in the UEC Planning Area. 
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Table 6-3. Floridan aquifer system monitor wells with long-term water level data. 


Open Hole Depth Minimum Level Maximum Level | Average Level 
Interval (ft bls) (ft NGVD29) (ft NGVD29) (ft NGVD29) 
Martin 


"wan | 765-1039 | 5o62 | ag | 5274  [05/01/2008to06/27/2021| 
"waar 790-570 | 4651 | aa | 4941  [02/04/2009to06/30/2021| 


Well Name Period of Record 


St. Lucie 
| SLF-74 | 1068-1450 | 37.25 | 43.60 | 40.83 | 08/20/2002t0 06/28/2021 | 
| SLE75 | 480-700 | 38310 | 4432 | 4136  |08/20/2002to06/28/2021 
[ sir76 | 790-860 | 3814 | 4425 | 4153  |08/20/2002to06/28/2021 


bls = below land surface; ft = foot; NGVD29 = National Geodetic Vertical Datum of 1929. 

* Paired well; L denotes the well is open to the Avon Park Permeable Zone, and U denotes the well is open to the Upper 
Floridan aquifer. 

Note: Bolded wells are discussed in this chapter. Hydrographs for the remaining wells are presented in Appendix D. 


Figure 6-12 shows long-term groundwater levels for the paired wells MF-40U (open to the 
UFA) and MF-40L (open tothe APPZ). Water levels in the two zones closely track each other, 
and there is minimal difference between them. This is consistent with a hydrogeologic 
assessment from this site, which reported minimal confinement between these zones 
(Sunderland 2008). Both wells show less than 4 feet of variation over the period of record. 
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Provisional data, if present, are indicated by square symbol. 


DBKey Station Agency Data Type Unit Statistic Frequency Strata Gate/Pump# 
WH018 MF-40L WMD UNHD ft NGVD29 MEAN DA 1240 N/A 
WH012 MF-40U WMD UNHD ft NGVD29 MEAN DA 790 N/A 


Figure 6-12. Water levelsin Floridan aquifer system monitor wells MF-40Uand MF-40L, north 
central Martin County. 


Figure 6-13 shows long-term groundwater levels for the paired wells MF-37U (open to the 
UFA) and MF-37L (open tothe APPZ). Water levels in the two zones closely track each other, 
but the difference in the water levels between the zones indicates some level of confinement. 
Both wells show less than 4 feet of variation over the period of record. 
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DBKey Station Agency Data Type Unit Statistic Frequency Strata Gate/Pump# 
VW827 MF-37L WMD UNHD ft NGVD29 MEAN DA 1690 N/A 
VW823 MF-37U WMD UNHD ft NGVD29 MEAN DA 1039 NA 


Figure 6-13. Water levels in Floridan aquifer system monitor wells MF-37Uand MF-37L, 
southwestern Martin County. 


Figure 6-14 shows long-term groundwater levels for the three clustered wells SLF-74, 
SLF-75, and SLF-76, which are open to different zones within the UFA. Water levels in all three 
flow zones fluctuate in a similar manner. In general, the three wells have not experienced 
large changes in water levels. 


Overall, FAS groundwater levels appear stable, with seasonal and dryyear fluctuations. While 
the magnitude of these fluctuations may vary from year to year, no FAS monitor wells show 
declining trends. 
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DBKey Station Agency Data Type Unit Statistic Frequency Strata Gate/Pump# 
OHS09 SLF-74 WMD UNHD ft NGVD29 MEAN DA 1450 N/A 
OHS08 SLF-75 WMD UNHD ft NGVD29 MEAN DA 700 | NA 
OHS07 SLF-76 WMD UNHD f NGVD29 MEAN DA $60 NA 
Figure6-14. Water levels in Floridan aquifer system monitor wells SLF-74, SLF-75, and SLF-76, 


central St. Lucie County. 


Floridan Aquifer System Water Quality 


In the UEC Planning Area, the FAS is brackish and requires desalination treatment prior to 
potable use. Water quality in theUFA generally is better in thenorthern and western portions 
of the UEC Planning Area and degrades to the south and east. The UFA supplies water 
primarily for PS utilities, and several AG users have permits to withdraw from the UFA for 
freeze protection or backup supply. While the APPZ is used by several PS utilities in the 
UEC Planning Area (Table 6-4), it requires reverse osmosis treatment to meet drinking water 
standards. Due to high chloride concentrations, the APPZ is rarely used for AG irrigation. 
Similarly, the UFA and APPZ are infrequently used for other applications (e.g., urban 
irrigation, industrial uses, cooling water) due to poor water quality andhigh treatment costs. 


Although chloride concentrations are expected to be high (2250 mg/L) in the FAS, it is 
important to monitor water quality trends to ensure treatment processes are suitable to 
deliver fresh drinking water and consumptive uses are not impacting the resource. Increased 
chloride concentrations suggest that deeper FAS water is being drawn upward into a 
wellfield. If this should occur, FAS wellfield operations may need to be adjusted to shift 
pumpage within the wellfield or temporarily cease FAS pumping and instead use SAS wells 
until water quality stabilizes in the FAS. 
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Table 6-4. Major PublicSupply utilities withdrawing from the Floridan aquifer system. 


Number of Existing FAS Allocation 
Permitted FAS Wells (mgd) 


15.09 


Utility Permit Number 


Martin County 


Martin County Utilities 43-00102-W 


a o s] 
South Martin Regional Utility” 
St. Lucie County 


FAS = Floridan aquifer system; mgd = million gallons per day. 
* Notrequired to submit chloride data. 


Martin County Utilities 


Martin County Utilities has withdrawn water from the FAS since the 1990s. Chloride 
concentrations were stable from 2015 to 2019, with seasonal fluctuations (Figure 6-15). A 
notable increase in chloride concentrations occurred at some wells in 2019-2020, but 
concentrations have since decreased to seasonal levels. 


Martin County Consolidated System 43-00102-W (FAS) 
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Figure6-15. Chloride concentration trends at Floridan aquifer system well TFRO-3, North RO-2, 
and North RO-3 (open to the Upper Floridan aquifer and Avon Park permeable zone), monitored by 
Martin County Utilities. 
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Fort Pierce Utilities Authority 


Fort Pierce Utilities Authority has withdrawn water from the FAS since the late 1980s. 
Chloride concentrations have been stable since 2009, with seasonal fluctuations 
(Figure 6-16). An upward trend in chloride concentrations occurred from 2017 to 2019 but 
has since decreased. 


550 


500 


n3 
uo 
o 


A 
e 
eo 


Chloride Concentration (mg/L) 
LA LA 
8 5 


N 
ul 
o 


200 


150 


Fort Pierce Utilities Authority 56-00085-W (FAS) 


e e 
d 
e em 
= 
^ SCC 
e e 
CORP IAE 
928 $^ ° 39 9» Ba ww 
D ru e " MN uiis do Ch el e 
$5 eet E Login > oh oe 
e co * dee oo o e”, "be wf R tape? ^. 
SS e? e X e 
o 5006 


7/6/2009 11/18/2010 4/1/2012 8/14/2013 12/27/2014 5/10/2016 9/22/2017 2/4/2019 6/18/2020 


Figure 6-16. 


€ FB-1 9FB-2 9FB-3 9FB-4 


Chloride concentration trends at Floridan aquifer system wells FB-1 (open tothe 


Upper Floridan aquifer) and FB-2 through FB-4 (open tothe Upper Floridan aquifer and Avon Park 


permeable zone) monitored by Fort Pierce Utilities Authority. 
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City of Port St. Lucie Utility Systems Department 


The City of PortSt Lucie Utility System Department has withdrawn water from the FAS since 
the early 2000s. Most of the utility's FAS wells have reported chloride concentrations less 
than 2,000 mg/L; therefore, only a representative sample is shown in Figure 6-17. Chloride 
concentrations have been stable since 2009 in the majority of wells, with seasonal 
fluctuations. A notable upward trend in chloride concentrations began in 2014, but 


concentrationsin most wells have since stabilized or decreased. 


City of Port St. Lucie Utility Systems Dept. 56-00142-W (FAS) 
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Figure6-17. Chloride concentration trends at Floridan aquifer system wells F-6, F-9, and F-10to 
F-12 (open to the Upper Floridan aquifer) and wells F-1to F-5, F-7, F-8, F-13, F-16,and F-18 (open 
to the Upper Floridan aquifer and Avon Park permeable zone) monitored by the 


City of Port St. Lucie Utility Systems Department. 
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Floridan Aquifer System Modeling 


The East Coast Floridan Model (ECFM) simulates regional groundwater levels, flows, and 
water quality (total dissolved solids) changes in the FAS in response to withdrawals. The 
SFWMD used the ECFM to simulate 2019 and 2045 demands from the FAS in the UEC 
Planning Area. Reported pumpage or estimated data were used for 2019 withdrawals, and 
2045 withdrawals were obtained from the estimated demands identified in Chapter 2 and 
Appendix A. Water level changes between 2019 and 2045 are shown in Figures 6-18 and 
6-19. Water quality changes between 2019 and 2045are shown in Figures 6-20 and 6-21. 


Based on the model results, minimal changesin water levels and quality in the UFA and APPZ 
are expected for most of the model domain from the 2019 scenario to the 2045 scenario. In 
the APPZ, the 2019 scenario modeling results indicatea change of 500 to 1,000 mg/L of total 
dissolved solids can be expected in central and eastern Martin County and southeastern 
St. Lucie County over the 24-year simulation period. There are some isolated areas with 
potential issues (e.g., decreases in water levels, increases in total dissolved solids) that may 
require further evaluation. For example, in the northeastern portion of the planning area, 
there is a notable decrease in water levels and increase in total dissolved solids in the UFA 
(Figures 6-18 and 6-20). 


Review of historical data and the ECFM results concluded that properly designed and 
managed FAS wellfields appear able to meet projected demands through 2045 in the 
UEC Planning Area. The ECFM simulations and analyses conducted to support this plan 
update are considered conservative and provide insightto potential water level and water 
quality changes that may occur in the FAS if no wellfield design or operations plan is 
implemented to minimize the movement of poor-quality water. The FAS will continue to 
provide a substantial and increasing portion ofthe water neededto meet the projected 2045 
demands. Water quality should remain adequate for all users with reverse osmosis 
treatment, as needed. Additional graphics and a detailed discussion of the ECFM results, 
conclusions, and recommendations are provided in Appendix D and the model technical 
report (Billah etal. 2021). 
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Figure 6-18. Water level changes (head difference) in the Upper Floridan aquifer between 
2019 and 2045. 
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Figure 6-19. Water level changes (head difference) in the Avon Park permeable zone between 
2019 and 2045. 
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Figure6-20. Water quality (total dissolved solids) changes in the Upper Floridan aquifer 
between 2019 and 2045. 
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Figure 6-21. Water quality (total dissolved solids) changes in the Avon Park permeable zone 
between 2019 and 2045. 
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Floridan Aquifer System Conclusions 


Recent data and modeling results indicate the FAS can meet current and projected demands 
through 2045 with proper wellfield management. FAS water levels appear stable at current 
withdrawal rates. However, modelresults indicate local decreasesin water levels may occur 
based on assumed wellfield configurations and 2045 pumping rates. Chloride concentration 
trends show FAS wellfields have experienced some water quality degradation after several 
years of operation, which is likely to continue. Water level reductions and water quality 
degradation can be minimized by PS utilities through the following activities: 


è Maximizing well spacing to reduce interferenceeffects and stress on the FAS. 


è Plugging and abandoning individual wells experiencing chloride concentration 
increases and replacing them with new wells elsewhere in the wellfield area. 


è Partially back-plugging individual wells to isolate deeper poor-quality layers from 
overlying higher-quality layers, thereby keeping the wells in operation. 


è Reducing pumping rates at individual wells to minimize the potential for poor-quality 
water to be pulled into the well’s production zone from below. 


è Rotating the operation of individual wells to reduce pumping stress and the potential 
influx of poor-quality water from below. 


è Installing additional monitor wells to provide early warning of upconing or lateral 
movement of poor-quality water. 


As PS utilities expand use of the FAS, implementation of these wellfield management 
activities is important to minimize the effects of water level reductions and water quality 
degradation. If interference to existing legal users results from another user's withdrawals, 
the interference shall be mitigated as described in the Applicant's Handbook for Water Use 
Permit Applications within the South Florida Water Management District (SFWMD 2021). 
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CLIMATE CHANGE AND SEA LEVEL RISE 


Climate change is an issue of concern globally and especially in coastal regions such as South 
Florida. Because of its location, climate, hydrology, geology, topography, natural resources, 
and dense coastal populations, South Florida is particularly vulnerable to the effects of future 
changes in climate, including sea level rise. The nature and rate of change are highly 
uncertain, particularly at regional scales, but effects of sea level rise are already being 
experienced in South Florida. 


Sea level rise affects flood control operations at coastal structures and contributes to inland 
movement ofsalt water into aquifers. In addition,increasedair temperatures and changes in 
precipitation regimes and storm frequency associated with climate change could result in 
greater evaporation, longer drought periods, and higher risk of flooding throughout South 
Florida. These changes could affect regional water resources and planning and thus need to 
be considered when evaluatingthe ability of water supplies to meet futuredemands. 


The SFWMD is responsible for managing and protectingwater resources in South Florida by 
balancing and improving flood control, water supply, water quality, and natural systems. 
Over the last decade, the SFWMD has implemented strategies to adapt its operations and 
infrastructure to ensure thismission continues to be met underchangingclimate conditions. 
The SFWMD’s approach focuses on assessing how sea levelrise andextreme events, including 
flood and drought events, are likely to happen under current and future climate conditions. 
In addition, the SFWMD is working to ensure its resiliency planning is based on the best 
available science. These efforts require collaboration and cooperation with local 
governments; other regional, state, and federal agencies; universities; nongovernmental 
entities; a wide array of stakeholders; and concerned citizens throughout South Florida. 
Coordination is essential because effective solutions and adaptations require action across 
multiple agencies and administrative boundaries. Additional information regarding climate 
change and sea levelrise is provided in Appendix D. 


Sea Level Rise and Saltwater Intrusion 


For water supply, the primary concern of rising sea levels is the inland migration of salt water. 
In coastal South Florida, saltwater intrusion has been an issue since humans began draining 
lands for development and withdrawing groundwater for drinking and irrigation supplies. 
Sea level rise is anticipated to exacerbatethe situation. 


Most PS utilities in the UEC Planning Areause the SAS for all or part of their water needs, and 
several utilities have limited ability to desalinate water. Therefore, many utilities are 
required by their water use permit to maintain a network of SAS monitor wells to identify 
possible inland movement of the saltwater interface. The four largest utilities using SAS 
wellfields near tidal surface waters are City of Stuart, South Martin Regional Utility, Martin 
County Utilities, and Fort Pierce Utilities Authority. Except the City of Stuart, these utilities 
currently use the FAS and reverse osmosis treatment plants to meet a portion of their 
demands. The City of Stuart is installing FAS wells to be used in conjunction with a new 
reverse osmosis treatment facility to meet a portion of its future demands. 


2021 Upper East Coast Water Supply Plan Update | 97 


Saltwater Interface Mapping 


Saltwater intrusion monitoring isan important component of water managementand water 
supply planning. For example, if coastal wellfields are over pumped, salt water can be drawn 
into the wells, resulting in the need to shut down operations, relocate wellfields, or develop 
AWS sources. The SFWMD periodically develops maps estimatingthe position of the coastal 
saltwater interface (250 mg/L isochlor line) using salinity data to identify wellfields and 
coastal aquifers that could be affected. Salinity data from monitor wells are compiled from 
multiple sources (e.g., United States Geological Survey, SFWMD, water use permittees) and 
contoured to estimate the position ofthe saltwater interface. 


To date, three series of maps have been developed (2009, 2014 and 2019), with plans to 
update the maps every 5 years. This approach tracks the position ofthe saltwater interface 
over time, can beused to identify areas of concern that may need additional monitoring, and 
may suggest the need for changes in wellfield operations. The SFWMD's saltwater interface 
monitoring and mapping program is described by Shaw and Zamorano (2020). The 2019 
maps are available on the SFWMD’s website at https://www.sfwmd.gov/documents-by- 
tag/saltwaterinterface. Appendix D provides a discussion of PS utilities that have wells or 
wellfields near the saltwater interface and are potentially vulnerable to saltwater intrusion 
during drought conditions. 


There were 206 monitor wells evaluated for the 2019 St. Lucie and Martin County SAS 
isochlor map. There has been little movement of the saltwater interface in this region, as 
evidenced by all three isochlor lines (2009, 2014, and 2019) overlapping in much of the 
mapped area (Figure 6-22). In general, the 2019 maps are similar to the 2014 maps; 
however, relatively small differences indicatethe interface is regionally dynamic, with inland 
movement in some areas and seaward movement in other areas. Local-scale investigation of 
the saltwater interface position could be warranted in some areas, depending on the network 
of monitor wells available, the proximity of salt water to wellfield locations, and withdrawal 
rates. 
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Figure 6-22. Estimated position ofthe saltwater interface in 2009, 2014, and 2019 in 
Martin and St. Lucie counties. 
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SUMMARY OF WATER RESOURCE ANALYSES 


The evaluations and analyses associated with this 2021 UEC PlanUpdate support the findings 
and conclusions of the 2016 UEC Plan Update. The following are findings regarding the 
availability of water resources in the UEC Planning Area to meet projected 2045 water 
demands: 


é 


New or increased allocations of surface water from the C-23, C-24, and C-25 canal 
system and from Lake Okeechobee and LOSA, includingthe C-44 Canal, are limited in 
accordance with RAA criteria. 


Surface water will remain the primary source for agricultural irrigation, with the UFA 
as a supplemental source. Due to the continued anticipated decline in irrigated 
agriculture acreage, surface water demands will likely decrease over time. 


The SAS historically has served as the primary source of water for urban demandsin 
the UEC Planning Area. However, expansion of SAS withdrawals is limited duetolow 
aquifer productivity, rate of recharge, potential impacts to wetlands and the 
increased potential for saltwater intrusion, and proximity to contamination sources. 
New or increased allocations of water from the SAS in coastal areas beyond those 
currently permitted will require evaluation on an application-by-application basis. 


Monitoring well networks have been established for the SAS and FAS and provide 
valuable data for evaluation of saltwater intrusion, aquifer assessment, and 
groundwater modeling. 


Most PS utilities in the UEC Planning Area use the FAS to meet some or all of their 
demands and plan toincrease their use of the FAS to meet increased future demands. 


The results of the ECFM simulations indicated no widespread water level or water 
quality impacts are projected to occur in the FAS. However, increased withdrawals at 
projected future rates (2045) will have a greater effect on water levels and water 
quality in the UFA, primarily in northeastern St. Lucie County. 


Saltwater intrusion monitoring and mapping indicate little movement of the 
saltwater interface in the SAS from 2009 to 2019. Local-scale investigation of the 
interface position could be warranted in some areas. 
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Water Resource 
Development Projects 


This chapter addresses the roles of the South Florida 
Water Management District (SFWMD or District) and 
other parties in water resource development projects 
and provides a summary of projects in the Upper East 
Coast (UEC) Planning Area. The water resource 
development efforts presented in this chapter reflect 
the current budget categories the SFWMD uses for 
funding new and ongoing water resource development 
projects. The project summaries serve as an overview of 
water resource-related activities in the region. This 
chapter was created using the Fiscal Year (FY) 2021 
Districtwide water resource budget and includes 
schedules and costs for FY2021 to FY2025. Additional 
details on the status of these projects can be found in 
Chapter 5A (Kraft and Medellin 2021) ofthe 2020 South 


TOPICS 77 


Regional Groundwater 
Modeling 

Districtwide Water Resource 
Development Projects 


Comprehensive Everglades 
Restoration Plan 


Additional Resource 
Development Efforts 
Summary of Water Resource 
Development Projects 


Florida Environmental Report- Volume II (www.sfwmd.gov /sfer). 


Florida water law identifies two types of projects to meet water needs: water resource 
development projects (subject of this chapter) and water supply development projects 
(Chapter 8). Water resource development is defined in Section 373.019(24), Florida Statutes 


(F.S.), as: 


..the formulation and implementation of regional water resource management 
strategies, including the collection and evaluation of surface water and 
groundwater data; structural and nonstructural programs to protect and 
manage water resources; the development of regional water resource 
implementation programs; the construction, operation and maintenance of 
major public works facilities to provide for flood control, surface and 
underground water storage, and groundwater recharge augmentation; and 
related technical assistance to local governments, and to government-owned 


and privately owned water utilities. 
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Most water resource development activities in the SFWMD support and enhance water 
supply development but do not directly yield specific quantities of water. Instead, these 
projectsare intended toassess the availability of an adequate water supply for existing and 
future uses, including maintaining the functions of natural systems. For example, 
project-related hydrologic investigations as well as groundwater monitoring and modeling 
provide important information about aquifer characteristics (e.g. hydraulic properties, water 
quality), which are useful for appropriate facility design, identifying safe aquifer yields, and 
evaluatingthe economicviability of projects, but do not increase water availability. 


Water supply development projects (Chapter 8) generally are the responsibility of water 
users teg, utilities) and involve the water source options described in Chapter 5 to meet 
specific needs. These projects often include construction of wellfields, water treatment 
plants, distribution lines, reclaimed water facilities, and storage systems. 


Water resource planning in the UEC Planning Area is influenced by the Comprehensive 
Everglades Restoration Plan (CERP). Authorized by theUnitedStates Congress in 2000, CERP 
builds on and complements other state and federal initiatives to revitalize South Florida's 
ecosystems. These efforts have multiple implementation phases, which are supported by 
water resource development activities such as modeling, land acquisition, project controls, 
and technical services. CERP efforts are described in this chapter and in the annual updates 
ofthe South Florida Environmental Report (www.sfwmd.gov/sfer). 


Since 2005, the SFWMD has been working with a coalition of government agencies, 
environmental organizations, farmers, ranchers, and researchers to enhance opportunities 
for storing excess surface water on private and publiclands. The effort, known as dispersed 
water management, includes the former pilot project Florida Ranchlands Environmental 
Services Project (FRESP), Northern Everglades Payment for Environmental Services 
(NE-PES), water farming, storage on publiclands, and Northern Everglades public-private 
partnerships.Dispersed watermanagementprojects areconstructed and managed primarily 
to attenuate wet season water releases into Lake Okeechobee and the coastal estuaries, with 
ancillary benefits to water quality, increased opportunities for groundwater recharge, and 
habitat enhancement Due to issues of seasonality and reliability associated with shallow 
storage, dispersed water management projects are not constructed for the purpose of water 
supply development. Additional information can be found at www.sfwmd.gov/storage. 
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REGIONAL GROUNDWATER MODELING 


The SFWMD funds development and application of numerical models for evaluation of 
groundwater and surface water resources in the District's five planning areas. The models 
support development of regional water supply plans, minimum flows and minimum water 
levels (MFLs), water reservations, and other projects benefitting water resources. Regional 
groundwater flow models simulate the rate and direction of water movement through the 
subsurface. Such models include the major components ofthe hydrologic cycle and are used 
in water supply planning to understand the effects of current and future water use. These 
models also can be designed to simulate salinity changes in the form of total dissolved solids, 
which are referred toas density-dependentand solute transportmodels. 


East Coast Floridan Model 


Groundwater withdrawals, particularly from the Floridan aquifer system (FAS), are 
anticipated to increase with growing demand for water and limited availability of surface 
water sources throughout South Florida. In 2014, the SFWMD developed the East Coast 
Floridan Model (ECFM), a peer-reviewed, density-dependent groundwater flow and 
transport model designed to help manage the FAS, given thelimits on surface water bodies 
and the surficial aquifer system (SAS) in the Upper and Lower East Coast planning areas 
(Giddings et al. 2014). The ECFM boundary extends from Indian River County (within the 
St.Johns River Water Management District) to the Florida Keys (Figure 7-1). For this 
2021 UEC Plan Update, the ECFM was 1) re-calibrated with additional hydrogeologic and 
hydrostratigraphic (layer) data collected since the previous calibration, and 2) updated with 
2019 to 2045 demands to provide a planning-level evaluation of regional conditions in the 
FAS. Chapter 6 and Appendix D provide further information about the ECFM updates and 
simulation results. 


East Coast Surficial Model 


The SFWMD is currently developing the East Coast Surficial Model, a regional, 
density-dependent groundwater flow and transport modelfor the SAS along the east coast of 
South Florida. The model boundary extends from Vero Beach in Indian River County (within 
the St. Johns River Water Management District) to Marathon (in the Florida Keys) 
(Figure 7-1). The model will undergo an independent, scientific peer-review concurrently 
with its development and calibration. The model is anticipated to be completed in 2023 and 
will be used to support future water supply plan updates for the UEC and Lower East Coast 
planningareas. 
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Figure7-1. | East Coast Floridan Model and East Coast Surficial Model boundaries. 
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DISTRICTWIDE WATER RESOURCE 
DEVELOPMENT PROJECTS 


Water resource development projects encompassing more than one planning area generally 
are considered Districtwide projects. Table 7-1 summarizes the estimated costs through 
2025 of Districtwide water resource development projects and regional projects that benefit 
water supply. The following categories are types of ongoing Districtwide water resource 
development projects: 


è MEL, water reservation, and restricted allocation area (RAA) rule activities 

è Comprehensive Water Conservation Program 

è Cooperative Funding Program for alternative water supply (AWS) development and 
water conservation 

è Drilling and testing groundwater resources 

è Groundwater assessmentthrough data collection and modeling 

é Groundwater, surface water, and wetland monitoring 


MFL, Water Reservation, and RAA Rule Activities 


MFLs, water reservations,and RAA rules as well as other water resource protection measures 
have been developed to ensure the sustainability of water resources within the SFWMD. 
Chapter 4 provides information on MFLs, water reservations, and RAAs in the UEC Planning 
Area. Additional information about water resource protection can be found in the Support 
Document for the 2021-2024 Water Supply Plan Updates (2021-2024 Support Document; 
SFWMD 2021). 


Comprehensive Water Conservation Program 


The long-standing conservation goal of the SFWMD is to prevent and reduce wasteful, 
uneconomical, impractical, or unreasonable uses of water resources. This is addressed 
through planning; regulation; use of alternative sources, including reclaimed water; public 
education; and demand reduction through conservation technology, best management 
practices, and water-saving funding programs. The Comprehensive Water Conservation 
Program is a series ofimplementation strategies designedto create an enduring conservation 
ethicand permanent reduction in water use. The program is discussed further in Chapter 3. 
Additional information can be found in the 2021-2024 Support Document (SFWMD 2021). 


Cooperative Funding Program 


AWS projects and source diversification are important supplements to traditional water 
sources in order to meet current and future water needs Districtwide. The SFWMD has 
provided cost-share funding for AWS development for more than two decades. In 2016, the 
SFWMD combined funding programs for stormwater, AWS, and water conservation projects 
into one streamlined program, the Cooperative Funding Program (Chapter 8). AWS funding 
helps water users develop reclaimed water projects, water reclamation facilities, brackish 
water wellfields, reverse osmosis treatment facilities, stormwater capture systems, and 
aquifer storage and recovery (ASR) well systems. A full description of AWS-related projects 
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and associated funding is contained in the SFWMD's Alternative Water Supply Annual 
Reports, prepared pursuant to Section 373.707(7), F.S., and published in annual updates of 
the South Florida Environmental Report. Further information about AWS options 
(e.g., reservoirs, ASR systems) is provided in Chapter 5. 


Table 7-1. Fiscal Year 2021-2025 implementation schedule and projected expenditures 
(including salaries, benefits, and operating expenses) for water resource development activities 
within the SFWMD. All activities are ongoing unless noted otherwise (Modified from: Kraft and 

Medellin 2021). 


Plan Implementation Costs ($ thousands) Total 
2021 2022 2023 2024 2025 


commen [= [= [= [= |= [om 
Technical Assistance ge Local Governments 

Water [Water Supply Implementation = | implementation | 243 | 243 | 1215 | 
|MFL, Water Reservation, and RAARuleActivities| 354 | 354 | 354 | 354 | 354 | 1770 | 
[Comprehensive Water Conservation Program | 1,462* | 358^ | 358° | 358^ | 358^ | 3290 | 
sooperativcTundngProgam pee D Gua ue Giu PL. 


[ 1033 | 


Estimated portion of CUSFPTojeOpesior E 120,139 | 120,139 | 120,139 | 120,139 | 120,139 | 600,695 
Maintenance budget allocatedto Water Supply‘ 
LL Sub total] 143,879 | 127,718 | 127,718 | 127,718 | 127,718 | 654,751 


Regional Projects Benefitting Water Supply 
Lake Okeechobee Watershed Restoration? 98,000 | 50,000* | 50,000* | 50,000* | 50,000* | 298,000 


EAA Storage Conveyance Improvements and 77,532 | 70,468 | 61,229 | 29,811 | 46,095 | 285,135 
Stormwater Treatment Area?f 

Other Projects Associated wit MEL. 160,270 | 151,602 | 151,647 | 153,554 | 121,300 | 738,373 
Recovery/Prevention Strategies? 


Subtotal 335,802. 272,070] 262,876 | 233,365 | 217,395 [1,321,508 


C&SF Project = Central and Southern Florida Flood Control Project; CFP = Cooperative Funding Program; CFWI = Central 
Florida Water Initiative; EAA = Everglades Agricultural Area; FY = Fiscal Year; MFL = minimum flow and minimum water 
level; RAA = restricted allocation area; SFWMD = South Florida Water Management District; STA = stormwater treatment 
area. 

FY2021 includes $1.5 million of tentative, one-time funding for CFP water conservation projects. 

A determination of what funds, if any, will be allocated for CFP projects will be made by the District's Governing Board 
during the fiscal year budget development process. 

Approximated based on 5096 of the FY2021 operation and maintenance budget. 

Project cost based on information contained in the draft FY2021-FY2025 SFWMD Five-Year Capital Improvement Plan. 
Funding contingent upon future state appropriations. 

Includes the C-44/C-23 Interconnect, Site Preparation, Inflow Canal Reservoir/STA, A-2 STA, North New River and Miami 
Canal Improvements, and bridges. 

Totals from Table 5A-8 of the 2021 South Florida Environmental Report (Kraft and Medellin 2021), less the funding for 
the Lake Okeechobee Watershed Restoration and EAA Storage Reservoir Conveyance Improvements and STA. 


Regional Water Activities 


c D 


moana 


oa 
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Drilling and Testing Groundwater Resources 


Drilling and testing include the installation of wells for short- to long-term monitoring of 
aquifer water levels and water quality. This work includes drilling and well construction, 
geophysical logging, aquifer tests, sediment analysis, lithologic descriptions, and water 
quality samplingto determine if the water is fresh or brackish. Knowledge of South Florida 
hydrogeology is enhanced through construction of exploratory/test wells and has improved 
the accuracy of the SFWMD's groundwater modeling and decision-making regarding 
approval of water use permits. 


Groundwater Assessment 


Groundwater assessment includes results of drilling and testing programs as well as 
development of hydrostratigraphic maps and saltwaterinterface maps. A variety oftechnical 
publications related to hydrogeology, groundwater quality, project investigations, and 
saltwater interface mapping have been completed in the UEC Planning Area since the 2016 
planupdate, assummarizedbelow: 


è Caulkins Seepage Investigation - The Caulkins Water Farm Pilot Project, part of the 
SFWMD's Dispersed Water Management Program, consisted ofa 414-acre surface water 
reservoir adjacent to the C-44 Canal (St. Lucie River) in southern Martin County. 
Investigations were conducted to characterize the seepage quantity and flow direction 
from the Caulkins Water Farm (Janzen et al. 2017). 


è Hydrogeologic Investigation at the Port Mayaca Site - The Port Mayaca test site is 
approximately 30 miles west ofthe Atlantic Ocean and 1 mile east of Lake Okeechobee in 
unincorporated Martin County. This investigation (Bennett et al. 2017) provided 
hydrogeologic data from the FAS in support of the Lake Okeechobee ASR pilot project. 


è Geochemistry of the Upper Floridan Aquifer and Avon Park Permeable Zone - The 
Regional Floridan Groundwater (RFGW) monitoring network was developed to evaluate 
current and future water quality and water level trends in the FAS within the SFWMD. 
The RFGW networkincludes 113 monitor wells completedin aquifers and confiningunits 
within the FAS. This investigation (Geddes et al. 2018) acquired and analyzed data from 
the Upper Floridan aquifer and Avon Park permeable zone. 


è Hydrogeology ofthe Caulkins Water Farm Project- An expansion ofthe pilot project 
discussed above, the Caulkins Water Farm Project encompasses a 3,014-acre surface 
water impoundment adjacent to the C-44 Canal (St. Lucie River) in southern Martin 
County (Janzen and Geddes 2019). Nineteen groundwater monitor wells and six surface 
water stations were installed within and adjacenttothe projectarea to characterize site 
lithology and conduct continuous water level monitoring and water quality sampling. 
Lithologiclogs, geophysical logs, and aquifer performance test data were collected prior 
to project construction. 


è Hydrogeology of the FAS at a C-24 Canal Test Site - Shaw and Geddes (2020) 
characterized three distinct producing zones in the FASat a site on the south side of the 
C-24 Canal in central St. Lucie County by combining the data collected during initial 
construction with subsequent testing and data collection efforts through 2020. 


2021 Upper East Coast Water Supply Plan Update | 109 


Saltwater Interface Monitoring and Mapping Program - The saltwater interface 
monitoring program was established to evaluate the extent of saltwater encroachment 
into aquifers along the South Florida coastline. Water quality data are collected and 
analyzed every 5 years to estimate and map the saltwater interface location in the SAS 
(Shaw and Zamorano 2020). 


Groundwater modeling - As described above, the ECFM was re-calibrated with 
additional hydrogeologic and hydrostratigraphic data collected since the previous 
calibration and updated with 2019 to 2045 demands to provide a planning-level 
evaluation of regional conditions in the FAS. 


Groundwater, Surface Water, and Wetland Monitoring 


Water level and water quality monitoring provides critical information for developing 
groundwater models, assessing groundwater conditions, and managing groundwater 
resources. The SFWMD maintainsextensive groundwater monitoringnetworks and partners 
with the United States Geological Survey (USGS) to provide additional support for ongoing 
monitoring. Data are archived in DBHYDRO (the SFWMD's corporate environmental 
database), which stores hydrologic, meteorologic, hydrogeologic, and water quality data. The 
USGS also monitors, archives, and publishes data annually. Districtwide groundwater 
monitoring activities include the following: 


ó 


USGS contract for water level monitoring - An ongoing effort by the USGS, with funding 
support from the SFWMD, to collect groundwater level monitoring data at 280 stations. 
The project includes well and recorder maintenance as well as archiving data in a USGS 
database for sites throughout the SFWMD. 


Groundwater monitoring - An ongoing effort by the SFWMD to monitor groundwater 
levels throughout the District. As of 2020, Districtwide monitoring includes 443 active 
SFWMD groundwater stations for the SAS, intermediate aquifer system (where present), 
and FAS. Data are collected, analyzed, validated, and archivedin DBHYDRO. 


Regional Floridan Groundwater (RFGW) well network - Water level and water 
quality monitoring is ongoing at 113 FAS monitor well sites in the SFWMD, as of 2020. 
Well maintenance is conducted as needed. 


Hydrogeologic database improvements - Backlogged data are uploaded, and 
miscellaneous database corrections are made. 


Monthly groundwater level measurements - Continued water level monitoring, 
including data collection, analysis, and validation, at select sites to supplement the 
existing groundwater level network. 
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COMPREHENSIVE EVERGLADES RESTORATION PLAN 


The Comprehensive Everglades Restoration Plan (CERP) is one of the largest environmental 
restoration programs in history. Authorized by Congress in the Water Resources 
Development Act of 2000, CERP serves as a framework for modifications and operational 
changes to the Central and Southern Florida Flood Control Project (C&SF Project) to restore, 
preserve, and protect the land and water within the SFWMD, while providing for other 
water-related needs ofthe region. The United States Army Corps of Engineers (USACE) is the 
lead federal agency, and the SFWMDis the lead state agency for this multidecadal effort. The 
USACE and SFWMD jointly implement CERP with a 50-50 cost share plan that includes the 
planning, design, and construction of projects. 


The Water Resources Development Act of 2000 and Section 373.470, F.S., require theSFWMD 
to legally reserve or allocate natural system water provided by a CERP project before 
execution ofa cost-share agreement between the USACE and SFWMD to construct the project 
[Section 373.470(3)(c), F.S.]. The SFWMD has adopted water reservations and RAAs to fulfill 
this requirement. Figure7-2 presents a map of CERP project components and other 
restoration projects plannedfor construction over the next 20 yearsinthe UEC Planning Area 
that provide watersupplies supporting MFL, water reservation, and RAA water bodies. A map 
of CERP project components throughout the entire District can be found in the 
2021-2024 Support Document (SFWMD 2021). Further information on MFLs, water 
reservations, and RAAs is provided in Chapter 4. One CERP project, the Indian River 
Lagoon - South (IRL-S) Project, islocated within the UEC Planning Area. 
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Figure7-2. | Comprehensive Everglades Restoration Plan (CERP) and other projects planned for 
construction over the next 20 years in the UEC Planning Area. 
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CERP Indian River Lagoon - South Project 


The CERP IRL-S Projectis designed toimprove water quality within the St. Lucie Estuary and 
Indian River Lagoon by reducing the damaging effects of watershed runoff; decreasing peak 
freshwater discharges to maintain salinity levels in the estuary; and reducingnutrient loads, 
pesticides, and other pollutants. The IRL-S Project includes many project components 
throughoutthe St. Lucie watershed, as discussed below and shown on Figure 7-3. Based on 
the current CERP Integrated Delivery Schedule (USACE 2020), the C-23 and C-24 reservoirs 
of the IRL-S Project are in the design phase, and construction is expected to begin in 2023. 
Proposed structural changes are designed to provide additional retention basins 
(i.e., aboveground reservoirs), improved water conveyance facilities, and new operational 
strategies within the watershed. The changes are expected to capture, store, and attenuate 
excess water previously discharged to tide and redistribute the water north and south via 
historical flow pathways. Flows will be discharged down the North and South Forks of the 
St. Lucie River. The retention basins are designed to reduce the volume and frequency of 
damaging freshwater discharges to the St. Lucie Estuary and to restore a more natural 
volume, timing, and distribution of freshwater flows to the estuary, enhancing the 
opportunity for recovery of estuarine biota. The project may increase surface water 
availability, which will enhance watersupply for agriculture and offset reliance on the FAS. 
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Figure 7-3. Indian River Lagoon - South Project components within the St. Lucie watershed. 
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The IRL-S Integrated Project Implementation Report and Environmental Impact Statement 
(USACE and SFWMD 2004) detailsthe following features and operational modifications that 
are expected to achieve the stated objectives ofthe project: 


è Reservoirs 

è Stormwater treatmentareas (STAs) 

è Natural storage and treatment areas, including restoration within the North Fork 
floodplain 

è Diversions 

è  Muckremoval and the creation of artificial habitat within the estuary 


Once constructed and in operation, six project features (summarized below) will convey 
water to the St. Lucie Estuary to restore more natural volume, timing, and distribution of 
water, which will help meet the estuary's MFL criteria (Appendix C). The status and 
estimated completion dates of the current activities for the structural components of the 
IRL-S Projectfeatures are providedin Table 7-2. 


1. C-44 Reservoir and STA -These features are located on the north side of the C-44 Canal 
in central Martin County. The reservoir and STA are intended to capture, store, and treat 
flood runoff from the C-44 basin prior to its discharge back to the C-44 Canal and, 
ultimately, the St. Lucie Estuary. This component of the IRL-S Project consists of a 
3,400-acre aboveground reservoir, capable of storing 50,600 acre-feet of water, and a 
6,400-acre STA, divided into six cells that operate independently of each other 
(Figure 7-4). Implementation of this component is expected to improve water quality 
within the St. Lucie Estuary and Indian River Lagoon by reducing the effects of watershed 
runoff; decreasing peak freshwater discharges to maintain desirable salinity regimes in 
the estuary; and reducing nutrientloads, pesticides, and other pollutants. Construction 
was completed in June 2021 and will be followed by a 2-year operational testing and 
monitoring period. 


2. Diversions - The diversion of existing flows via a canal connection and operating rules 
for new reservoirs and STAs will reduce the negativeimpacts of flows to the mid-estuary 
and provide for a more natural freshwater flow pattern to the North Fork of the St. Lucie 
River. Discharges from the C-24 outlet (S-49 structure) will shift to the North Fork 
through the associated C-23/C-24 STA outlet. This northerly diversion will direct 
approximately 64,500 acre-feet of water from the C-23 and C-24 basins into the North 
Fork. The redirected water will provide increased dry season flows tothe St. Lucie River. 
Residual C-23 flows greaterthan natural system flows through Basin 4 will be directed 
through the proposed C-23 to C-44 Interconnect canal to the C-44 reservoir, STA, and 
canal. 


3. Stormwater Treatment Areas - An STA will be built to treat water from the 
C-23/C-24 North and South reservoirs. Operation ofthe C-23/C-24 STA is expected to 
reduce sediment, phosphorus, and nitrogen deliveriestothe St. Lucie Estuary and allow 
for restoration of estuarine water quality. Construction and operation of the STA, in 
conjunction with the reservoirs, is essential for delivering water of adequate quality for 
the restoration of this portion of the Greater Evergladesecosystem. 
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4. C-23/C-24 North and South Reservoirs - These reservoirs will capture excess water 
from the C-23 and C-24 canals, reducing the extreme peaks offreshwater dischargeto the 
St. Lucie Estuary, and deliver water to meet fish and wildlife needs. Water stored in the 
reservoirs could be available for agricultural use, which would reduce dependency on 
groundwater from the FAS (USACE and SFWMD 2004). 


5. C-25 Reservoir and STA - An aboveground reservoir capable of storing approximately 
5,400 acre-feet on 741 acres as wellas a 163-acre STA, designed to capture runoff from 
the C-25 and Fort Pierce Farms basins. The reservoir will be located on the north side of 
the C-25 Canal, adjacent to the S-99 structure. Water captured in the reservoir will be 
delivered to the Indian River Lagoon at the Fort Pierce Inlet or upstream to augment canal 
water levels that could be made available to enhance water supply. 


6. Natural Storage and Treatment Areas, North Fork Floodplain Restoration - The 
IRL-S Project also includes North Fork natural floodplain restoration activities, muck 
remediation/removal projects, and other habitat improvement efforts. Approximately 
92,130 acres disturbed by land use practices were identified for acquisition and 
restoration within the C-23, C-24, and C-44 basins. By restoring hydrologic conditions 
through the modification of on-site drainage features, these natural lands are expected to 
provide approximately 30,000 acre-feet of storage within the watershed via retention in 
natural wetland systems. The lands also are expected to improve water quality by 
reducing nutrient loading currently caused by large amounts of runoff. Additionally, the 
project includes restoring and preserving approximately 3,100 acres of floodplain 
wetlands and low-salinity habitat within the North Fork of the St. Lucie River. Restoring 
this portion of the river will provide additional water storage, maintain wading bird 
habitat, improve water quality, and protect nursery area for larval and juvenile fishes. 
The natural lands component of the IRL-S Project will provide additional water storage 
and water quality treatment through restoration of the Pal-Mar, Allapattah, and Cypress 
Creek/Trail Ridge natural lands complexes. Construction of the Allapattah complex was 
completed in 2021, restoring more than 13,000 acres of land, including approximately 
6,621 acres of wetlands that will provide 13,300 acre-feet per year of storage. 


Table 7-2. Status and estimated completion dates of current activities for the structural 
components of the Indian River Lagoon - South Project. 


Indian River Lagoon- South 
Structural Components 
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C-44 Reservoir 3,400 ee ee April 2021 
operational testingcommenced 
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Acres Current Status Estimated Completion Date 


fmercomecteanal | NA | Pme 1 mm 
Interconnect Canal 


C-25 Reservoir and STA* Land Acquisition 2027 


TBD = to be determined. 
* Real estate acquisition under way; project details are unknown. 
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1. FOR CLARITY, RESERVOIR AND STA PERIMETER/MAINTENANCE ROADS ARE NOT SHOWN. 
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Figure 7-4. C-44 reservoir and stormwatertreatmentarea cells. 
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Lake Okeechobee Watershed Restoration Project 


Part of CERP and approved by the U.S. Congress in 2000, the Lake Okeechobee Watershed 
Restoration Project (LOWRP)is meanttoimprove the ecology of Lake Okeechobee, decrease 
regulatory releases to the St. Lucie and Caloosahatchee estuaries, restore freshwater 
wetlands in the watershed, and improve water supply for existing legal users. Although 
LOWRP is not within the UEC Planning Area boundary, it does affect the region's water 
resources (i.e., the St. Lucie River and Estuary). The projectteam prepared a FinalIntegrated 
Project Implementation Report and Environmental Impact Statement (USACE and SFWMD 
2020) that was released for public review in August 2020. A Final Chiefs Report and 
Congressional authorization is pendingfor the project. 


In 2019 and 2020, the Florida Legislature appropriated $100 million to the SFWMD for the 
design, engineering, and construction of specific LOWRP components designed to achieve the 
greatest reduction in harmful discharges to the Caloosahatchee and St. Lucie estuaries. The 
SFWMD and USACE determined the ASR wellcomponentwould provide the greatestbenefits 
to the estuaries. Senate Bill 2516, approved by the Florida Legislature and signedintolaw by 
the Governor in June 2021, provides funding and direction to the SFWMD to expedite the 
planning, design, and construction of LOWRP. Under Senate Bill 2516, $50 million will be 
appropriated annually from 2021 through 2026 for LOWRP implementation. 


ADDITIONAL RESOURCE DEVELOPMENT EFFORTS 


Water resource development and restoration efforts are under way throughout the UEC 
Planning Area. In addition, some projects outside the boundaries of the UEC Planning Area 
impact the region’s water resources. Shallow-water retention projects provide local 
groundwater recharge, opportunities for water quality improvement, storage for excess 
flows, and rehydration of drained systems. While these projects are not constructed 
specifically for water supply development, there are potential benefits towards offsetting 
seasonal impacts to water sources. The following project descriptions provide an overview 
of additional water resource developmentactivities in and around the UEC Planning Area. 


SFWMD Ten Mile Creek Project 


The Ten Mile Creek Project, located near Fort Pierce in St. Lucie County, consists ofa 526-acre 
water preserve area and 132-acre STA (Figure 7-5). The Ten Mile Creek Projectis designed 
to help control the quantity, quality, and timing of water deliveriestothe St. Lucie River and 
Estuary. Water that would otherwise go over the Gordy Road structure is captured in the 
reservoir and routed throughthe STA toimprove water quality beforebeing released backto 
Ten Mile Creek, which flows to the St. Lucie River. At full operation, 2,500 acre-feet of water 
(815 million gallons) can be stored and sent through the project's wetlands before flowing 
back to Ten Mile Creek. The USACE completed project construction in April 2006. Structural 
and operational concerns were identified after project construction, and the project 
remained in passive or limited operation until the USACE transferred the project to the 
SFWMD in May 2016. Subsequent rehabilitation ofthe project reservoir was completed, and 
routine operation at a 4-foot maximum depth commenced in August 2017. Additional 
benefits anticipated from the project include reduction of sediment and nutrient load to the 
St. Lucie River, increased freshwater recharge into the SAS, and the ability to make minor 
water supply releases backto Ten Mile Creek when needed. 
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Figure7-5. Ten Mile Creek Project components. 


Lakeside Ranch Stormwater Treatment Area 


Located in western Martin County, the Lakeside Ranch STA plays a crucial role in restoring 
the Lake Okeechobee watershed by improving the quality of water flowing into the lake. The 
wetland area treats stormwater runoff from the Taylor Creek and Nubbin Slough basins to 
the north before that runoff enters Lake Okeechobee. The 2,700-acre STA is a component of 
the Lake Okeechobee Watershed Construction Project, which is designed to reduce 
phosphorus loads to Lake Okeechobee. Phase I (cells 1 to 3; Figure 7-6) became operational 
in 2013. Phase II (cells 4 to 8; Figure 7-6) includes construction of the S-191A pump station 
to assist with flood control and recirculation in response to reduced inflow volumes that 
began in 2017 and resulted in treatment cell dryout, vegetation decline, and performance 
issues. The project was completed in August 2021. 
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Figure 7-6. Lakeside Ranch stormwater treatment area components. 
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Northern Everglades and Estuaries Protection Program 


In 2007, the Governor and Florida Legislature authorized the Northern Everglades and 
Estuaries Protection Program (NEEPP) (Section 373.4595, F.S.), which expanded the existing 
Lake Okeechobee Protection Act. As part of NEEPP, legislation required the completion of 
watershed protection plans for the Lake Okeechobee, Caloosahatchee River, and St. Lucie 
River watersheds. The watershed protection plans build on existing approaches and 
consolidate restoration efforts throughout the Northern Everglades system. Information 
about specific projects and activities under the watershed protection plans are included in 
annual updates of the South Florida Environmental Report (www.sfwmd.gov/sfer). Further 
information about NEEPP can be found on the SFWMD website (www.sfwmd.gov/wpps). 


SUMMARY 


Water resource development projects serve various purposes in support of water supply 
development and planning Benefits ofthe water resource development projects reviewed in 
this chapter include the following: 


è Improved understanding ofthe hydrogeology and water availability ofthe region 

è Preservation of existing supplies through better understanding, management, and 
continued monitoring of resources 

è Prevention of natural system losses 

è Water conservation and retention to protect water sources and provide an efficient 
way to expand current water supplies 

$ Improvementofthe ECFM for evaluation ofregional FAS conditions 

è Coordination with other agencies and stakeholders to exchange hydrogeologic 
knowledge and data 

$ Comprehensive planning and construction of environmental restoration projects 
associated with the Everglades, St. Lucie Estuary, and Indian River Lagoon 
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Water Supply 
Development Projects 


This chapter summarizes the proposed water supply 
development projects anticipated to meet water needs in the 
Upper East Coast (UEC) Planning Area of the South Florida 
Water Management District (SFWMD or District) for the 2019 
to 2045 planning period. Water supply development projects 


TOPICS & 


è Projects Identified for 
this Plan Update 


are proposed by water users due to restrictions and Cooperative Funding 
limitations on traditional water sources. Water users such as Program 

Public Supply (PS) utilities; local governments; and Summary of Water 
self-suppliers, including Commercial /Industrial/Institutional Supply Development 


(CII) and Agriculture (AG) users, are primarily responsible for Projects 
water supply development projects. For this 2021 Upper East 
Coast Water Supply Plan Update (2021 UEC Plan Update), alternative water supply 
development projects have been proposed by PS utilities and one AG user. Six agricultural 
water conservation projects are also included in this update. 


Water use permits typically are required for water supply development projects. Each 
proposed use of water must meet the conditions for permit issuance found in 
Section 373.223, Florida Statutes (F.S.), and the implementing criteria found in 
Chapter 40E-2, Florida Administrative Code (F.A.C.). Further information is provided in the 
Support Document for the 2021-2024 Water Supply Plan Updates (2021-2024 Support 
Document; SFWMD 2021). Future water supply development projects should be consistent 
among the plans and permits and must meet or exceed projected water demands. However, 
local economic conditions and population growth may affect when water is needed, which 
projects are required, and how water use permits need to be modified to accommodate 
demand. 
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PROJECTS IDENTIFIED FOR THIS PLAN UPDATE 


Projects proposed for inclusion in this plan update wereevaluated based on the level of detail 
provided (e.g., project scope, cost, and schedule) and whether the project is expected to 
increase conservation or contribute new water supply, possibly increasing a utility's permit 
allocation(s) or a treatment system's rated capacity. A Florida Department of Environmental 
Protection (FDEP) 2012 guidance memorandum addressed internal coordination between 
the SFWMD water use permitting and water supply planning staff on projects included in 
regional water supply plans and updates (FDEP 2012). Projects listed in this plan update 
were discussed with the SFWMD's Water Use Bureau to determine if a proposed project is 
likely to be permitted. 


Users are not required to select a project included in this plan update. In accordance with 
Section 373.709(6), F.S., nothing contained in the water supply component of a regional 
water supply plan should be construed to require local governments, public or privately 
owned utilities, special districts, self-suppliers, multijurisdictional entities, or other water 
suppliers to select the identified projects. In addition, a proposed project may not be 
implementedor may be deferred ifthere is insufficient need. 


Public Supply 


PS demand includes all potable uses served by public 
and private utilities with an allocation of 0.10 million 
gallons per day (mgd) or greater. In 2019, PS demand 
in the UEC Planning Area was met by fresh 
groundwater from the surficial aquifer system (SAS; 
3196) and brackish groundwater from the Floridan 
aquifer system (FAS; 6996). The PS average netdemand 
(finished water) is projected to grow from 47.37 mgd 
in 2019 to 67.83 mgd by 2045, a 4396increase. 
Acombination of existing and additional capacity 
developed by water supply development projects will 
beusedto meetthe projected demand. 


In addition to meeting demands, utilities may propose 
water supply development projects to address specific 
situations such as accommodating a change in 
treatment processes or sources or optimizing 
distribution systems to match future demand locations. 
Although water conservation of potable water does not 
produce potable water, it is a demand management 
option for utilities that can extend existing potable supplies to meet future demand. In 
addition, utilities can implement reuse projects to reduce current or projected potable 
demands or reduce withdrawals from traditional water sources. Proposed projects are listed 
in the utility profiles contained in Appendix B and summarized atthe end ofthis chapter. In 
addition to proposed water supply development projects, each profile includes population 
and demand projections (Chapter 2, Appendix A), permitted water allocations, and 
permitted treatment capacities for potable water and wastewater. 


Water Treatment Facility 
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In the UEC Planning Area, four PS utilities have proposed eight projects relating to source 
diversification, changes in treatment technology, expansion of existing plants, and 
construction of new production wells. In total, the proposed PS development projects could 
create 39.86 mgd of additional potable water treatment capacity. Combined with existing 
capacity (103.02 mgd), this will exceed the projected 2045 PS total net (finished) demand of 
67.83 mgd. One PS utility (St. Lucie County Utilities) needs to construct 3.78 mgd of water 
supply to meet its projected 2045 demands. The existing potable water treatment capacity 
for St. Lucie County Utilitiesis 0.29 mgd, and the projected net demand for 2045 is 4.07 mgd 
(Appendix B). The utility has proposed three FAS projects for a total additional capacity of 
12.00 mgd by 2045. 


PS utilities also have proposed nonpotablewatersupply projects that could create 43.59 mgd 
of additional water supply for landscape and golf course irrigation as well as groundwater 
recharge (Table 8-1). The proposed nonpotable water projects include construction and 
expansion of reclaimed water production facilities and construction of aquifer storage and 
recovery (ASR) and surface water/stormwater storage projects. 


The 2019 FDEP Reuse Inventory Report (FDEP 2020) indicated 5596 of wastewater generated 
in Martin County and 2896 generated in St. Lucie County is reused for irrigation and aquifer 
recharge. In 2019, 16.01 mgd of potentially reusable wastewater effluent was disposed of in 
the UEC Planning Area. Wastewater flows are projected to increase by 21.91 mgd from 2019 
to 2045. Combined, this represents 37.92 mgd of potential alternative water supply. 


Table 8-1. Number and capacity of potable and nonpotable water supply development projects 
proposed by utilities for construction /implementation between 2019 and 2045. 


Water Source Number of Projects?” Capacity (mgd) Cost ($ million) 
Potable Projects 
Surface Water/Stormwater 10.00 $147.00 


Potable Total 39.86 $414.35 


Floridan Aquifer System 29.86 $267.35 


Nonpotable Projects 


Surface Water/Stormwater Storage 18.89* $73.30 


Reclaimed Water A | 17.20 $272.76 
| 
Aquifer Storage and Recovery 7.50? $14.00 


Nonpotable Tota $360.06 
Tota $774.41 
mgd - million gallons per day. 


à Projects designed to expand distribution of treated water are not included because they do not generate new water. 
Wellfield expansion projects are not included if they do not increase treatment capacity. 

b Many ofthe projects are multi-phased (eg, morethan one project at the same water treatment plant). 

* Reflects storage capacity, not new water supply capacity. 

4 Estimated recoverable storage capacity, not new water supply capacity. 
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Domestic Self-Supply 


Domestic Self-Supply (DSS) includes potable water used by households served by small 
utilities (less than 0.10 mgd) or self-supplied by private wells. DSS average net (finished) 
demands in the UEC Planning Area are projected to decrease from 5.76 mgd in 2019 to 
5.61 mgd in 2045 due to the expansion of PS distribution systems and service areas. DSS 
needs currently are metand are expectedto continuebeingmetwith fresh groundwater from 
the SAS. As such, no water supply development projects are proposed forthis use category. 


Agriculture 


AG water use includes self-supplied water used for crop irrigation, greenhouses, nurseries, 
livestock watering, and aquaculture. AGis the largest water usecategory in the UEC Planning 
Area and is projected to remain so over the planning horizon. However, irrigated crop 
acreage is expected to decrease from 107,383 acres in 2019 to 79,004 acres in 2045. Gross 
agricultural water demand is projected to decrease 26%, from 174.72 mgd in 2019 to 
130.10 mgd in 2045, under average rainfall conditions. Chapter 2 and Appendix A provide 
more information about agricultural water use and projected demands. 


The primary water source for AG in the UEC Planning Area is fresh surface water from the 
C-23, C-24, and C-25 canals. Some farms withdraw brackish groundwater from the FAS as a 
backup source during periods oflow rainfall andlimited surface water availability. Restricted 
allocation area criteria are in effect for the C-23, C-24,and C-25 canals and Lake Okeechobee 
Service Area (Chapter 4). 


Water supply opportunities for AG may be availablein the future by capture and use of water 
normally lost to a farm's water management system (tail water recovery), capture and use of 
stormwater, and blending of brackish groundwater with fresh water. The storage and use of 
reclaimed water may be possible for a limited number of crops when meeting food safety and 
market standards, butthere arenoreclaimed watersources near AGareasin the region. More 
efficient irrigation systems could substantially reduce the amount of water needed to meet 
future crop demands; however, implementation of such systems can be economically and 
technically challenging. 


Continued use of best management practices (BMPs), including water conservation, could 
reduce the amount of water needed to meet crop demands (Chapter 3). The Florida 
Department of Agriculture and Consumer Services (FDACS) develops and adopts (by rule) 
agricultural BMPs addressing water quality. Some BMPs contain an implicit water 
conservation component. Growers who enrollin the FDACS BMP program andimplement the 
BMPs demonstrate their commitment to water resource protection, have a presumption of 
compliance with state water quality standards, and are eligible for technical and financial 
assistance towards meeting water resource protection goals. 


Grove Land Reservoir and Stormwater Treatment Area 


Located in Okeechobee and Indian River counties,the Grove Land Reservoir and Stormwater 
Treatment Area Project(Figure 8-1) is a proposed 5,000-acre reservoir to retain water from 
the C-25 basin and potentially from the C-23 and C-24 basins that would otherwise goto tide. 
The reservoir will be capable of storing 75,000 acre-feet of water and be connected to a 
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2,000-acre stormwater treatment area to improve water quality. Phase I of the project 
development and environmental study was funded by the FDEP and completed in 2019. 
Phase II is ongoing, with anticipated completion in June 2022, and Phase III is anticipated to 
startin January 2022. Both phases are funded by theFDEP. The project may beable to deliver 
up to 79.50 mgd of raw water supply or up to 100.00 mgd for environmental benefits to the 
headwaters ofthe St. Johns River or backto the C-25 Canal. SFWMD and St. Johns River Water 
Management District staff are reviewing applications for the environmental resource and 
water use permits for the project as well as a request for an inter-district transfer 
authorization. 


Figure 8-1. Proposed Grove Land reservoir and stormwatertreatmentarea. 


Commercial/Industrial/Institutional 


The CII water use category includes self-supplied water associated with the production of 
goods or provision of services by industrial, commercial, and institutional establishments. 
Users historically have relied on fresh groundwater and, to a limited extent, fresh surface 
water. The projected average gross demand for this category is estimated to be 5.74 mgd by 
2045, which isa slight increase from 2019 demands (4.43 mgd). 


Although fresh groundwater supplies generally are considered adequate to meet the 


relatively small demands projected for CII, alternative water supply (AWS) options should be 
considered based on local conditions. If reclaimed water is available to meet existing and/or 
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new CII demands, the feasibility of such opportunities will be evaluated through water use 
permitting. No specific water supply development projects for this category were provided 
or identified for this 2021 UEC Plan Update. 


Landscape/Recreational 


The  Landscape/Recreational (L/R) category 
includes self-supplied water used for irrigation of 
golf courses, sports fields, parks, cemeteries, and 
large common areas (e.g, land managed by 
homeowners’ associations and commercial 
developments). Historically, irrigation supplies for 
this category included local fresh groundwater and 
surface water from canals or ponds in stormwater 
management systems. Several golf courses use 
reclaimed water or brackish groundwater treated Golf Course — Martin County 
by reverse osmosis. In the UEC Planning Area, L/R 
average gross demand is projectedto increase from 
32.03 mgdin 2019 to 40.64 mgd in 2045. 


The projected increase in growth for this category is expected to be met, forthe most part, by 
currently proposed reclaimed water projects, and to a lesser extent, the SAS or on-site 
stormwater management ponds. In the UEC Planning Area, reclaimed water is used to irrigate 
large, landscaped areas such as golf courses, parks, and cemeteries as well as residential and 
commercial parcels. Proposed projects submitted by utilities and wastewater treatment 
facilities are expected to add 17.20 mgd of reclaimed water treatment capacity by 2045. 
Additional reclaimed watersupply may provide an opportunity to convert current irrigation 
from freshwater to reclaimed water. No specific water supply development projects for this 
category have been provided or identified for this 2021 UEC Plan Update; however, 
nonpotable reclaimed water main extension projects have been proposed and will provide 
reclaimed water for L/R irrigation. 


Power Generation 


The Power Generation (PG) water use category demands are expected to remainstable, with 
no increases from 2020 to 2045. Because the availability of fresh water is limited in the 
UEC Planning Area, AWS sources may be the most feasible options to meet future PG use, ifa 
new use is proposed. 


Currently, thereare three PG facilities in the UEC Planning Area: Florida Power & Light (FPL) 
Martin Plant, Treasure Coast Energy Center, and St. Lucie Nuclear Plant. The FPL Martin Plant 
uses fresh water from the SAS for processing water and from the C-44 Canal for cooling pond 
makeup water only. The Treasure Coast Energy Center uses groundwater from the FAS and 
plans to utilize reclaimed water when it becomes available. The St. Lucie Nuclear Plant uses 
potable water from Fort Pierce Utilities Authority for processing water and seawater for 
cooling water. The Indiantown Cogeneration Plant, which previously withdrew water from 
Taylor Creek/Nubbin Slough in the adjacent Lower Kissimmee Basin Planning Area, is 
inactive and will bedemolished by 2022. No specific water supply development projects were 
provided or identified for this category. 
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COOPERATIVE FUNDING PROGRAM 


Funding for water supply development and water conservationat the local levelis the shared 
responsibility of water suppliers and users. The State of Florida and the water management 
districts have provided funding assistance to local water users to develop AWS and 
measurable water conservation programs. One guideline for funding consideration is that the 
project must be included in, or consistent with, a regional water supply plan update. Some 
projects not included inthis 2021 UEC Plan Update but consistent with the plan's goals may 
be funded. When the SFWMD deems appropriate, a plan may identify the need for 
multijurisdictional approaches to project options based on the ability to permit and finance 
the projectand its technical feasibility. 


For nearly two decades, the SFWMD has provided funding to local governments, special 
districts, utilities, homeowners associations, water users, and other public and private 
organizations for AWS, water conservation, and stormwater projects that are consistent with 
the District's core mission. In 2016, these cooperative funding efforts were combined under 
the Cooperative FundingProgram (CFP), which provides financialincentives to promote local 
projects that complement ongoing regional restoration, flood control, water quality, and 
water supply efforts within the SFWMD's 16-county jurisdiction. 


Each fiscal year, the District's Governing Board determines the amount of funding to allocate 
to the CFP, the project priorities for that year,and the cost share to be allocated. SFWMD staff 
review the proposed projects based on guidelines and priorities established by the District’s 
Governing Board. Program fundingis subject to approval by the District’s Governing Board. 


Alternative Water Supply 


The AWS component of the CFP provides cost-share funding for projects that increase water 
supply. These projects include development of saltwater or brackish water, reclaimed or 
recycled water, surface water captured during heavy rainfalls, sources made available 
through addition of new storage capacity, and stormwater (for use by a water usepermittee), 
among others. From Fiscal Year (FY) 2016 through FY2021, the SFWMD provided more than 
$24.7 million in AWS funding for 32 projects located throughout the District. Four projects 
within the UEC Planning Area were funded and are under way, generating 9.50 mgd of AWS 
capacity and 14.85 mgd of additional reclaimed water distribution or brackish water (FAS) 
production (Table 8-2). 


Table 8-2. AWS projects in the UEC Planning Area funded through the FDEP AWS Program and 
the Water Protection and Sustainability Program (FY2016 to FY2021). 


| Project Name County Fiscal Year Total Capacity (mgd) 


Martin County Utilities — Tropical Farms: FAS Wells6 and 7 2020 
City of Stuart- Construct FAS Production Well FA-1 2020 


City of PortSt. Lucie Utility Systems Department- McCarty : 
St.L 2020 8.50 
Ranch Reservoir and Water Treatment Plant (Areas3, 4, and 6) ME 
City of Port St. Lucie Utility Systems Department- Tradition and e 
Western Grove Communities Reclaimed Water Main Extension Bie RE anel pun 


AWS = alternative water supply; FAS = Floridan aquifer system; FDEP = Florida Department of Environmental Protection; 
FY = Fiscal Year; mgd = million gallons per day; UEC = Upper East Coast. 
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Water Conservation 


The water conservation component of the CFP, formerly known as the WaterSIP, provides 
cost-share funding for projectsthat reduce urban andagricultural wateruse. The SFWMD has 
provided matching funds up to 5096 to water providers and users (e.g., local governments, 
utilities, agricultural operations, industrial groups, schools, hospitals, homeowners’ 
associations) for water-savingtechnologies such aslow-flow plumbing fixtures, rain sensors, 
fire hydrant flushing devices, and other hardware. From FY2016 to FY2021, the SFWMD 
partially funded more than $3 million towards 60 water conservation projects through the 
CFP, with an estimated water savingsof 1.50 billion gallons per year, or 4.30 mgd. In the UEC 
Planning Area, more than $433,000 went towards eight projects with estimated water 
savings of 402 million gallons per year, or 1.1 mgd (Table 8-3). Chapter 3 contains additional 
information on water conservation efforts in the UEC Planning Area. 


Table 8-3. Water conservation projects in UEC Planning Area supported by the FDEP AWS 
Program and Water Protection and Sustainability Program (FY2016 to FY2021). 


Proposed 
Project Name Entity Name Project Type — FiscalYear Water Savings 
(mgy) 

Martin County 
Field Operations Divisionof 
Martin County Engineering Irrigation 2016-2018 3.80 
Department 

St. Lucie County 


Irrigation Water Conservation Nettles Island, Inc. A Irrigation 2016-2018 25 
Retrofit Condominium 

Scotts! Ove SEENEN Scott Groves, Inc. Irrigation 2020 81.90 
Retrofit (511 acres) 

Scott Grove #3 Citrus Ag Irrigation : 


Engineering Irrigation H2O 
Conservation Retrofit Project 


River Basket Citrus Grove Ag 

Irrigation Retrofit (225 acres) pernan Egamsecomnpany 2021 SEH 
Cow Creek Citrus Grove Ag . 

Irrigation Retrofit (1,200 acres) Bernard A Egan Groves, Inc. 2021 70.20 
Ashland Citrus Grove Ag Irrigation 

Retrofit— Pump 10, 11, 12 Graves Brothers Company Irrigation 2021 49.60 
(203.5 acres) 


Estimated Total Water Savings 402.40 


AWS = alternative water supply; FDEP = Florida Department of Environmental Protection; FY = Fiscal Year; mgy = million 
gallons per year; UEC = Upper East Coast. 


Wescott Grove 1 Citrus Ag -— 
Irrigation Retrofit (986 acres) Wescott Groves, LLC 2020 100.80 
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SUMMARY OF WATER SUPPLY DEVELOPMENT 
PROJECTS 


Total average gross water demands within the UEC Planning Area, from all sources, are 
projected to decrease 9.93 mgd (396) by 2045. During the planning horizon, the PS category 
has a projected 43% increase in average finished water demand. While utilities proposed a 
total of 13 potable water multi-phased projects, only one utility appears to need an increase 
in treatment capacity before 2045, based on demand projections and treatment system 
requirements. Some utilities will meet future demand by purchasing water from other 
suppliers. Based on the evaluation for this 2021 UEC Plan Update, groundwater and surface 
water supplies are believed to be adequate to meet all projected demands through the 
planning horizon of 2045. 


Fifteen PS utilities are located within the UEC Planning Area. The City of Port St. Lucie Utility 
Systems Department is the region’s largest utility and is projected to serve approximately 
324,447 residents by 2045. St. Lucie County Utilities needs to construct 3.78 mgd of water 
supply development projects to meet 2045 projected demands. All other PS growth within 
the UEC Planning Area can be served with existing facilities, although six utilities have 
proposed projects. The proposed water supply development projects could generate 
56.09 mgd of new potable water treatment capacity to meet the 2045 net PS demand of 
67.83 mgd. The new capacity consists of 27.20 mgd produced by projects using groundwater 
from the FAS and 28.89 mgd produced by capturing excess surface water /stormwater from 
the C-23 Canal. Summaries of existing and proposed project capacities are provided in 
Tables 8-4 and 8-5. 


Several projects are for construction of additional FAS wells without a corresponding 
increase in treatment capacity. These wells will increase raw water production capacity to 
the treatment facility capacity and/or address water quality degradation and sustainability 
of the FAS as a water supply source. Current operations have shown water quality 
degradation caused by pumping can bemanaged by PS utilities through appropriate wellfield 
design and operating protocols, including the following activities: 


$ Increasing well spacing (more than 1,000 feet) to minimize interference effects and 
reduce stress on the FAS. 


è Installing monitor wells to provide early warning of the need for changes to wellfield 
operations to minimize upconing or lateral movement of poor-quality water. 


è Rotating the operation of individual wells, thereby reducing overall pumping stress 
on the well’s production zone. 


è Plugging and abandoning individual wells that have increased chloride 
concentrations and replacing them with new wells elsewhere withinthe wellfield. 


é Reducing pumping rates at individual wells to minimize water level declines, which 
increase the potentialfor poor-quality water to enter the well's production zone from 
below. 
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Table 8-4. Existing and proposed water supply capacities (in mgd) for Public Supply utilities in the UEC Planning Area. 


A as Suam SAS FAS ASR Reclaimed Water? 
Public Supply Utility Stormwater 


Indiantown, viget | 


St. Lucie 
T CHE 
CT — RI 


ASR = aquifer storage and recovery; FAS = Floridan aquifer system; mgd = million gallons per day; SAS = surficial aquifer system; UEC = Upper East Coast. 

a Reclaimed water is not apotable water source in the UEC Planning Area; however, it is an alternative water supply used to reduce reliance on traditional water sources. 
b Distribution lines, wells, and other infrastructure projects that do not generate additional water supplies are not counted as adding increased capacity. 

* Includes surface water treatment capacity only. Projects that do not increase capacity are not included (Appendix B). 


t. Lucie Mobile Village 


Marin outh Martin Regional Utility 


| 

[100 |s90| | 
[foal _| 
[ [pou] —] 
Dal —] 
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Table 8-5. Proposed potable and nonpotable PublicSupply developmentprojects in the 
UEC Planning Area (2019 to 2045).* 


Implementing Project Total Estimated 
County Project Name Agency or Project Description Capacity Capital |Completion 
Entity (mgd) ($M) Date 
Potable — Surface Water 
McCarty Ranch 


City of Port |Construct new surface water 
St. Lucie |Surface Water y 


St. Lucie  |treatmentplant 1000 | 3147.00 dus 


WTP 
Potable — FAS 


Expand Tropical ; 

Farms FAS Maltin COUMY eani FAS wells $377 | 2021 
: Utilities 

wellfield 

Expand North Martinicouhf 

Jensen Beach in eountylconstructone FAS well $3.30 | 2022 

: Utilities 

FAS wellfield 

Expand Tropical . 

Farms FAS Martin County Construct one FAS well . $4.00 2025 
. Utilities 

wellfield 

Martin 


: South Martin 
RO Train #3 Regional Expand RO WTP and add one FAS $3.50 2035 
project M well 
Utility 

FAS Well and RO E EE Construct one FAS well and new 10 
Facility Phase 1 | ^Y RO facility 
FAS Well and RO| n. Construct one FAS well and 

City of Stuart 1. 24 2027 
Facility Phase 2 iib expand RO facility ee aa 
FAS Welland RO} n. Construct one FAS well and 

City of Stuart 1.0 7. 2032 
Facility Phase 3 ee expand RO facility Š Se | 2032 | 


James E 
Anderson Water 
City ofPort |Construct one FAS well and 
; .09 202 
ili St. Lucie  |expandRO facility Gi nem 
Rangeline WTP | CityofPort |ConstructRO facility and FAS 
St. Lucie and FAS Wells Eeer 975.00 2035 


North County St. Lucie " 
County Construct new RO facility $46.00 2032 
Central County St. Lucie M 
County Construct new RO facility $46.00 2040 
South County St. Lucie S 
County Construct new RO facility 46.00 2035 


$ 
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Implementing Project Total | Estimated 
County Project Name Agency or Project Description Capacity Capital |Completion 
Entity (mgd) ($M) Date 
Nonpotable — Reclaimed Water 


. Reclaimed Wate SR Expand reclaimed water 
Martin . Regional . ] $1.26 
Expansion Utility treatment capacity 


Mainland Water 
DEES ER KEE Construct new reclaimed water 
Wastewater Utilities m i $131.50 2045 
: treatment facility 
Treatment Authority 
Facility 
Reclaimed Wate du dui 
: e 2023 based 
Main from CityofPort |Construct reclaimed water main Geen 
GladesWWTFto| St. Lucie extension EI 
Tradition 
i contract 
St. Lucie 
Far West City of Port |Construct reclaimed water main 
Reclaimed Wate y . . 0.005 $6.60 2036 
, St. Lucie extension 
Main 
Ee Expand reclaimed water 
WEE City of Port treatment facility and construct $90.00 2045 
i St. Lucie reclaimed water main 
Wr capa interconnect 
WWTF 


2026 


North County St. Lucie  |Constructnewreclaimed water 
WWTF County treatment facility 


Nonpotable — Surface Water Storage 


$50.00 2037 
Construct six water storage areas 


McCarty Ranch | CityofPort 
du M Md Sei to capture excess waterfromthe | 5.59 $8.30 |2019-2023 
Areas 1-6 St. Lucie C-23 Canal 


d Construct water storage area to 
McCarty Ranch City of Port 
St. Lucie SES y . capture excess waterfrom the 3.30 $5.00 2025 
Area7 St. Lucie 
C-23 Canal 
: Construct 350-acrereservoirto 
wir cariy Ranah City of KE capture excess waterfrom the 10.00 | $60.00 2030 
Reservoir St. Lucie 
C-23 Canal 


Nonpotable — ASR 


ASR Wells at Citvof Port 
St. Lucie | McCarty Ranch y : Construct ASR wells 7.50 $14.00 2045 
WTP St. Lucie 


ASR = aquifer storage and recovery; FAS = Floridan aquifer system; mgd = million gallons per day; PS = Public Supply; 
RO = reverse osmosis; SAS = surficial aquifer system; UEC= Upper East Coast; WTP = water treatment plant; 
WWTFE = wastewater treatment facility. 

a Based on planning-level screening, water supply projects are identified in this plan update to meet 2045 projected 
demands and generally have a likelihood of being permitted. However, each proposed use of water must meet the 
conditions for permit issuance found in Section 373.223, F.S, and the implementing criteria found in Chapter 40E-2, 
F.A.C,, and will be reviewed on an application-by-application basis. 

b Distribution lines, wells, and other infrastructure projects that do not generate additional water supplies are not counted 
as adding increased capacity. 
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Conclusions and 
Future Direction 


This chapter ofthe 2021 Upper East Coast Water Supply Plan n 
Update (2021 UEC Plan Update) provides conclusions and TOPICS & 
summarizes future direction for water supply in the UEC 


Demand Summar 
Planning Area of the South Florida Water Management r , 
District (SFWMD or District). This plan update assesses the Demand Management: 
water demands and available sources through 2045. Water Water Conservation 


demand is expected to decrease 9.93 million gallons per day Natural Systems and 
(mgd) by 2045, primarily due to decreases in the Agriculture Resource Protection 
(AG) water use category (Chapter 2). Water conservation is 
an important component of integrated water resource 
management and may reduce, defer, or eliminate the need to 
expand water supply infrastructure. Water conservation by Climate Change and 
all users reduces demands and is a component of meeting Sea Level Rise 
future water needs (Chapter 3). Conclusions 


Water Source Options 
Coordination 


There are several activities planned or under way to meet natural systems water needs, 
including Comprehensive Everglades Restoration Plan (CERP) projects and changes to lake 
regulation schedules, that can affect (enhance or limit) future water supplies within the 
UEC Planning Area (Chapter 7). In addition, regulatory criteria designed to protect water 
resources, including elements identified in minimum flow and minimum water level (MFL) 
recovery and prevention strategies, place limitations on water available for allocation 
(Chapter 4, Appendix C). 


Guidance in this 2021 UEC Plan Update should be considered when developing water supply 
options to meet future needs. Statutory requirements, existing conditions, resource 
constraints (including protection tools and criteria), and the needs of water users are 
addressed. All water users are encouraged to continue being prudent with water use 
decisions and use water efficiently. The SFWMD's recommendations for water supply 
planning in the UEC Planning Area include continued coordination with agricultural 
stakeholders, Public Supply (PS) utilities, and other water users; natural resource protection; 
diversification of water sources; and continued monitoring of water levels and water quality 
in surface water and groundwater. 
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DEMAND SUMMARY 


Total average annual demand for all water use categories for 2045 is projected to be 
281.18 mgd (Table 9-1). This is a 396 decrease from the estimated 2019 demands 
(291.11 mgd) and 21% less than the projected 2040 demands in the 2016 UEC Plan Update. 


Table 9-1. 


Water Use Category 


PS 


Summary ofcurrent and projected gross water demands underaverage rainfall 
conditions in the UEC Planning Area, by water use category. 


2019 Estimated Use 2045 Projected Demand 
(mgd) (mgd) 


56.26 81.62 45.196 29.096 


Percent of Projected 


EE 2045 Total Demand 


174.72 130.10 -25.5% 46.3% 


AG = Agriculture; CII = Commercial/Industrial/Institutional; DSS = Domestic Self-Supply; L/R = Landscape/Recreational; 
mgd - million gallons per day; PG = Power Generation; PS = Public Supply; UEC = Upper East Coast. 


DEMAND MANAGEMENT: WATER CONSERVATION 


Water conservation programs for all water use categories offer the potential to reduce the 
amount of water needed to meet future demands (Chapter 3). All water users are urged to 
implement water conservation measures to reduce demands and defer construction of 
capital-intensive projects. The following conservation-related actions are recommended: 


6 


The SFWMD will continue to implement the its Comprehensive Water Conservation 
Program. 


All water users are encouraged to implement water conservation measures and 
practices that increase water use efficiency to help reduce future demands. 


AG water users are encouraged to install or upgrade high-efficiency irrigation 
systems and advanced irrigation technology. 


When applicable, AG water users are encouraged to use Florida Automated Weather 
Networkirrigation tools. 


PS utilities are encouraged to develop goal-based water conservation plans to 
implement water-saving measures and programs. 


Local governments should evaluate whether mandated water conservation 
measures, such as requirements for construction of water-efficient homes and 
commercial properties, are appropriate for their jurisdiction. 


Local governments should adopt a year-round irrigation ordinance that fully 
comports with the SFWMD’s Mandatory Year-Round Landscape Irrigation 
Conservation Measures Rule [Chapter 40E-24, Florida Administrative Code (F.A.C.)]. 
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$ Local governments should develop or enhance existing ordinancesto be consistent 
with Florida-Friendly Landscaping provisions (Section 373.185, Florida Statutes). 


è Public education programs can help instill a year-round conservation ethic. Local 
governments and PS utilities are encouraged to provide conservation-related 
educational programs in cooperation with the SFWMD. 


è Water users are encouraged to seek cost-share funding opportunities that may be 
available for water conservation projects. 


ô Landscape/Recreational (L/R) water users are encouraged to implement advanced 
irrigation technology, improve landscape design and management practices, and 
participate in recognition programs (e.g., Florida-Friendly Landscaping program) to 
further increase landscape water use efficiency. 


é Commercial/Industrial/Institutional (CII) entities are encouraged to use the Water 
Efficiency Self-Assessment Guide for Commercial and Institutional Facilities, A Guide for 
Facility Managers (SFWMD 2013) to improve water use efficiency and reduce 
operating costs. 


NATURAL SYSTEMS AND RESOURCE PROTECTION 


In addition to meeting the water needs of natural 
systems, a wide range of activities related to natural 
systems can affect future water supplies within the 
UEC Planning Area. Such activities include CERP 
projects; changes by the United States Army Corps of 
Engineers (USACE) to regulation schedules for the 
Everglades, Lake Okeechobee, and other water 
bodies; and monitoring and research projects. In 
addition, regulatory criteria designed to protect 
water resources, including elements identified in MFL 
recovery and prevention strategies, can place 
St Lucie Estuary limitations on water available for allocation 
(Chapter 4, Appendix C). 


Water supply needs for natural systemsare addressed through waterresource development 
projects such as CERP (Chapter 7). CERP includes regional projects to improve the quality, 
timing, volume, distribution, and delivery of water to the natural system and can enhance 
water availability for other uses. Future environmental restoration and water resource 
protection efforts include the following: 


è The SFWMD will continue to make progress towards completion of the Indian River 
Lagoon - South Project, including operation of the C-44 reservoir and stormwater 
treatment area (STA) and construction and operation of the C-23, C-24, and C-25 
project components and other ecosystem restoration projects. 


è The SFWMD will continue to partner with the USACE on planning for future CERP 
projects in the Lake Okeechobee and Loxahatchee River watersheds. 
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è The SFWMD will continue to monitor natural areas, including the St. Lucie River 
watershed, Allapattah Flats, Ten Mile Creek Water Preserve Area, Cypress Creek 
Taylor Creek, and Lakeside Ranch, and provide annual updates on the health ofthese 
areasinthe South Florida Environmental Reportto meet regulatory requirements. 


è  TheSFWMD will continue toimplement MFL prevention strategy components for the 
St. Lucie Estuary and update them, if needed, in conjunction with future plan updates. 


WATER SOURCE OPTIONS 


The UEC Planning Area relies primarily on surface water from the C-23, C-24, and C-25 canals 
as well as Lake Okeechobee and its connected canals for AG irrigation, with supplemental 
water from the Floridan aquifer system (FAS) during dry periods. Fresh groundwater from 
the surficial aquifer system (SAS) and brackish water from the FAS are the primary sources 
for PS and otherurban and industrialuses (Chapter 5). 


Withdrawals from the SAS have been maximized in many areas, especially along the coast, 
due to potential impacts on wetlands, potential for saltwater intrusion into freshwater 
sources, proximity to contamination sources, rate of recharge, and low aquifer productivity. 
Therefore, PS utilities areexpected to continue increasinguse ofthe FAS to meetfuture water 
demands. Additionally, blending brackish water with fresh water from the SAS or surface 
water is a practical solution to meet some of the region's AG needs when surface water 
availability is limited or during freezes. However, the suitability ofsupplementing water from 
the FAS may depend on the salt tolerance of the intended crops. 


Pumps on FAS wells in Martin and St. Lucie counties are restricted, as outlined in the 
Applicant's Handbook for Water Use Permit Applications within the South Florida Water 
Management District (SFWMD 2021). In addition, restricted allocation area criteria limit 
surface water withdrawals from the C-23, C-24, and C-25 canals and Lake Okeechobee and its 
hydraulically connected canals, such as the C-44 (St. Lucie) Canal. 


Alternative water supply (AWS) sources, such as reclaimed water, can be used to meet new 
uses or replace freshwater sources and potable water currently used for irrigation or 
industrial purposes. Additionally, water storage features such as reservoirs, aquifer storage 
and recovery (ASR) wells, and impoundments can capture excess stormwater, groundwater, 
and surface water during wet weather periods and provide supplemental water supply for 
AG, PS, natural systems, and other needs during dry periods. Seawater is a potential AWS 
source as technology costs continue to decline; however, no seawater projects are proposed 
in this plan update. 


The following sections offer guidance for consideration by local governments, water users, 


and the SFWMD as a basis for the future direction of water supply planning in the 
UEC Planning Area. 
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Surface Water 


Surface water is the primary source for the AG 
water use category in the UEC Planning Area. 
Surface water supply sources in/adjacent to 
the UEC Planning Area includethe C-23, C-24, 
C-25, and C-44 canals and Lake Okeechobee 
and its connected secondary system in the 
Lake Okeechobee Service Area. Water 
availability in most of these systems is limited 
due to restricted allocation area criteria or 
other protective measures. Additional water 


D 


storage features could enhance water C-23 Canal in the St. Lucie Agricultural Area 
availability. The following actions should be 
implemented: 


$ The SFWMD and USACE will continue operating the C-44 reservoir and STA and 
implementing C-23, C-24, and C-25 project components. 


è The SFWMD and USACE will complete and implement the components identified in 
the Lake Okeechobee Watershed Restoration Project Tentatively Selected Plan. Part 
of CERP, this project will increase the watershed's storage capacity and improve the 
quantity and timing of water deliveriesto Lake Okeechobee. 


è The USACE will complete rehabilitation of the Herbert Hoover Dike and the Lake 
Okeechobee System Operation Manual by 2022. 


$ Local governments, PS utilities, and agricultural operations are encouraged to 
create additional storage capacity for surface water, where appropriate and feasible. 


è AG users should consider reducing or augmenting surface water use with options 
such as stormwater and tailwater recovery, the blending of brackish groundwater 
with fresh water where available, and more efficient water conservation practices. 


Groundwater 


Groundwater is the primary source of water for urban needs in the UEC Planning Area, with 
approximately 3196 ofthe 2019 PS demand met with fresh groundwater from the SAS and 
6996 with brackish groundwater from the FAS. The FAS also serves as a supplemental source 
for many AG stakeholders. This 2021 UEC Plan Update supports the use of reclaimed water 
for urban irrigation, thereby reducing demands on the potable water system and freshwater 
resources. 
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Surficial Aquifer System 


Atcurrentuse rates and locations, water levels in the SAS appear stable. Potential use ofthe 
SAS for new or increased allocations will be evaluated on an application-by-application basis 
to determine if the project meets the SFWMD’s water use permitting criteria. The following 


actionsare suggested: 

è Water users are encouraged to reduce reliance on the SAS by diversifying water 
sources and developing AWS sourcesto meet future water demands. 

è PS utilities should design wellfield locations, configurations, and pumping regimes to 
minimize the potential for saltwaterintrusion, pollution, harm to natural systems, or 
increased dependence on the regional system (as demonstrated through modeling). 

è PSutilitiesshould continue to expandinterconnections with otherutilities for supply 
reliability and assess existinginterconnections to confirm they operate as intended. 

è TheSFWMD, United States Geological Survey, and local governments should continue 
coordinating saltwater intrusion monitoring efforts to delineate the location and 
movement of the saltwater interface and identify areas of concern. The SFWMD will 
continue to update saltwater interface maps every 5 years. 

è The SFWMD will periodically review, maintain, and enhance existing groundwater 
monitoring networks that collect water level and water quality data. 

è The SFWMD will continue developing the East Coast Surficial Model, a 


density-dependent groundwater flow and solute transport modelthat will be used to 
simulatethe effects ofsea level rise and climate change on the SAS. 


Floridan Aquifer System 


The FAS is expected to be the primary water source to meet increased PS demands. Brackish 
groundwater from the FAS is considered an AWS source in the UEC Planning Area. The 
following future actions are suggested: 


è 


Local water users installing FAS wells are encouraged to collaborate with the SFWMD 
to gather and share hydrogeologic data. Additional data will increase knowledge of 
FAS properties and could support updatesto future groundwater modeling efforts. 


The monitoring networks used to assess and model the FAS are a hybrid of regional 
monitoring by agencies such as the SFWMD and monitoring performed by water use 
permittees as part of their permit requirements. Efforts should be made to identify 
wells considered critical to long-term monitoring and modeling to ensure they are 
maintained or replaced, as necessary. 


Local water users, other agencies, local governments, and PS utilities are encouraged 
to coordinate with the SFWMD to improve ongoing water level and water quality 
monitoring ofthe FAS. Geophysical assessment of monitor wells should be conducted, 
as appropriate. 
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è PS utilities should use an incremental approach 
when installing and testing production wells 
due to geologic variability within the FAS. 
Wellfields should be designed and monitored to 
prevent over-stressing production zones and to 
minimize harmful changes in water quality. 


è The SFWMD will continue to work with FAS 
stakeholders, including the St. Johns River 
Water Management District, to further refine 
assumptions and data used in the East Coast 
Floridan Model simulations. 


$ AG water users should consider blending 
brackish water from the FAS with fresh 


Floridan Aquifer System 
groundwater or surface water to produce Monitor Well 


acceptable irrigation-quality water. Blended 
water supplies depend on crop requirements, 
water sources, treatment type, volume of stored water, and natural system 
requirements. These blended supplies require monitoringto ensureacceptable water 
quality. 


è Landowners are encouraged to plug and abandon free-flowing inactive or 
nonfunctional FAS wells in accordance with existing rules and regulations. This will 
prevent loss of water via free-flowing wells and contamination of the overlying SAS 
and with more saline water from the FAS. 


Reclaimed Water 


In the UEC Planning Area, reclaimed water is used primarily for 
L/R irrigation, with some used for groundwater recharge, 
cooling water, and environmental enhancement. Reclaimed 
water can be used to meet new uses or replace freshwater 
sources currently used for irrigation and industrial purposes, 
thereby decreasing the use of traditional water sources. 
Opportunities to expand reclaimed water use include the 
following: 


è Local governments should consider requiring construction 
of reclaimed water infrastructure in new development 
projects. Building codes, ordinances, and land development 
regulations are options to promote reclaimed water use. 


ô Local governments and PS utilities should support the 
installation of additional reclaimed water lines for 
irrigation of residential lots, medians, common areas, and 
golf courses to decrease reliance on traditional freshwater 

Reclaimed WaterPipes sources and potable water distribution systems. When 

funds are available, entities are encouraged to apply for 

AWS grants for  "shovel-ready" reclaimed water 

construction projects. 
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o 


Local governments should consider establishing mandatory reuse zones, where 
reclaimed water use is required by ordinance. The SFWMD can provide technical 
assistance tolocal governments who wish to establish mandatory reuse zones. 


PS utilities should consider using substitution credits and impact offsets 
(Section 373.250, Florida Statutes) during the water use permitting process to 
promote increased use of reclaimed water. 


Utilities should extend their reclaimed water supply by implementing feasible 
options such as reclaimed water augmentation, increased storage, residential 
customer metering, tiered rate structures, limiting landscape irrigation frequency, 
and interconnects with other reclaimed waterutilities. 


New Storage Capacity for Surface Water or Groundwater 


In the UEC Planning Area, water storage options include reservoirs, ASR wells, and surface 
water impoundments that capture excess groundwater or surface water for later use. In 
addition, ASR can be used to store excess potable water and reclaimed water. Proposed 
projects that develop new storage and create additional water supply may be considered 
AWS sources. Opportunities for new storage capacity include the following: 


ó 


Seawater 


Surface water storage systems (e.g., reservoirs) can help meet environmental, 
agricultural, and urban water supply needs. 


New or retrofitted surface water 
storage systems for agricultural 
operations could provide additional 
water supply for irrigation. 


ASR systems can store water during 
periods of low demand and high water 
levels (i.e., during the wet season) for 
subsequent recovery during dry 
periods, which could reduce 
withdrawals from the SAS and FAS 
wells. 


Ten Mile CreekReservoir 


The ocean is an important source of water, but desalination is required before seawater can 
be used for water supply purposes. Where appropriate, utilities should consider the 
feasibility of desalinated seawater from the Atlantic Ocean as an additional water source 
option for the UEC Planning Area. 
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COORDINATION 


Coordination and collaboration among regional and local government agencies and utility 
planning entities is essential to ensure the supply of water is sufficient and sustainable to 
meet urban, agricultural, and environmental needs. Examples of coordination activities 
include the following: 


è 


Water Supply Facilities Work Plans are due within 18 months of approval of this 
2021 UEC Plan Update. Local governments must provide linkages and coordination 
between the SFWMD's plan update and thewatersupply-related components of their 
Comprehensive Plans. 


The SFWMD will continue to work with the Florida Department of Agriculture and 
Consumer Services and agricultural stakeholders to provide data for annual updates 
to the Florida Statewide Agricultural Irrigation Demand simulation for future crop 
acreage and water demand projections. 


The SFWMD will continue to coordinate with utilities, counties, and the United States 
Geological Survey to review, recommend improvements, and provide data and 
analysis for saltwater intrusion monitoringnetworks. 


Where wellfields are at riskof saltwater intrusion, the SFWMD will work with utility 
and county staff to identify additional monitoring needs and potential solutions. 


The SFWMD will coordinate with stakeholders on the development and use of 
regional groundwater and surface water models to evaluate water resource 
availability. 


The SFWMD will coordinate ongoing activities outside the basin with St. Johns River 
Water Management District's planning efforts along the District boundaries. 


CLIMATE CHANGE AND SEA LEVEL RISE 


Sea level rise and climate change could affect hydrologic conditions, and thus water supply 
sources, as well as patterns of water demand. Recommendations related to climate change 
and sealevelrise include the following: 


é 


The SFWMD will continue to investigate climate change and sea level rise projection 
models for use in water supply planningand system operations. 


The SFWMD will continue to support AWS development and promote water 
conservation to increase the security and diversity of water sources, as withdrawing 
less water from aquifers helps prevent saltwater intrusion. 


The SFWMD, USACE, and coastal utilities and municipalities shouldidentify methods 
to evaluate the consequences of climate change and sea level rise and use them to 
assess the cumulative impacts to existing structures, water resources, and legal users. 


The SFWMD will continue to provide technical assistance to local governments as 
they develop climate change adaptation efforts. 


Water users should periodically review irrigation schedules and consider installing 
weather-based controllers. 
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é 


PS utilities should plan for climate change and sea levelrise by reducing withdrawals 
from the SAS by using the FAS, employing water conservation measures to reduce 
overall water demands, and expanding reuse programs to reduce potable and 
self-supplied SAS withdrawals for irrigation. 


Local governments, utilities, and private entities should develop adaptive strategies 
to address climate change and sea level rise (e.g., constructing defensive barriers, 
improving infrastructure, rezoning property threatened by inundation or 
transferring it to public ownership). 


CONCLUSIONS 


This 2021 UEC Plan Update concludes that future water needs of the region can continue to 
be met through 2045 with appropriate management, conservation, and implementation of 
projects identified herein. Meeting future water needs through 2045 depends on the 


following: 
è Construction of one potable water supply development projectby one PS utility. 
è Implementation of the CERP Indian River Lagoon - South Project and other 
ecosystem restoration projects. 
è Completion of repairs to the Herbert Hoover Dike by the USACE and subsequent 


implementation ofa new Lake Okeechobee regulation schedule. 


Successful implementation of this 2021 UEC Plan Update requires close coordination and 
collaboration with local governments, utilities, agriculturalinterests, and other stakeholders. 
This partnering should ensure water resources in the UECPlanning Area are prudently 
managed and availableto meet future demands while also protecting the environment. 
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Glossary 


1-in-10-year drought A yearin which below normal rainfall occurs with a 9096 probability of being 
exceeded in any other year. It has an expected return frequency ofonce in 10 years. 


1-in-10-year level of certainty (see Level of Certainty) 


Acre-foot, acre-feet The volume of water that covers 1 acre (43,560 square feet) toa depth of 1 foot. 
The equivalent of 43,560 cubic feet, 1,233.5 cubic meters, or 325,872 gallons. 


Agricultural best management practice (Agricultural BMP) A practice or combination of 
agricultural practices, basedon research, field testing, and expert review, determined to be the most 
effective and practicable means of improving water quality or quantity while maintaining or even 
enhancing agricultural production. 


Agricultural Field-Scale Irrigation Requirements Simulation (AFSIRS) A water budget model for 
calculating irrigation demands that estimates demand based on basin-specific data. The AFSIRS 
model calculates both net and gross irrigation requirements for average and 1-in-10-year drought 
irrigation requirements. A crop’s net irrigation requirementis the amount of water delivered tothe 
root zone of the crop, while the gross irrigation requirement includes both the net irrigation 
requirementand the losses incurred in the process of delivering irrigation to the crop’s root zone. 


Agriculture (AG) Self-supplied water used for commercial crop irrigation, greenhouses, nurseries, 
livestock watering, pasture, and aquaculture. 


Alternative water supply Salt water; brackish surface water and groundwater; surface water 
captured predominately during wet-weather flows; sources made available through the addition of 
new storage capacity for surface water or groundwater; water that has been reclaimed after one or 
more public supply, municipal, industrial, commercial, or agricultural uses; the downstream 
augmentation of water bodies with reclaimed water; stormwater; and, any other water supply source 
that is designated as nontraditional for a water supply planning region in the applicable regional 
water supply plan [Section 373.019, Florida Statutes (F.S.)]. 


Applicants Handbook for Water Use Permit Applications within the South Florida Water 
Management District (Applicant's Handbook) Read in conjunction with Chapter 40E-2, Florida 
Administrative Code (F.A.C.), the Applicant's Handbookfurther specifies the general procedures and 
criteria used by SFWMD staff for review of water use permit applications to ensure water uses 
permitted by theSFWMD are reasonable-beneficial, do not interfere with existing legal users, andare 
in the publicinterest. 


Aquifer A geologic formation, group of formations, or part of a formation that contains sufficient 
saturated, permeable materialto yield significant quantities of water to wells and springs. 
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Aquifer storage and recovery (ASR) The underground storage of potable water, stormwater, 
surface water, fresh groundwater, or reclaimed water, which is appropriately treated to potable 
standards and injected into an aquifer through wells. The aquifer (typically the Floridan aquifer 
system in South Florida) acts as an underground reservoir for the injected water, reducing water loss 
to evaporation. The water is injected during the wet season or when water is readily available and 
stored with the intent to recoveritfor use during future dry periods. 


Aquifer system A heterogeneous body of (interbedded or intercalated) permeable and less 
permeable material that functions regionally as a water-yielding hydraulic unit and may be 
composed of more than one aquifer separated at least locally by confining units that impede 
groundwater movement, but do not greatly affect the hydraulic continuity ofthe system. 


Average rainfall year A year having rainfall with a 5096 probability of being exceeded over a 
12-month period. 


Base condition A specified period oftime during which collected dataare used for comparison with 
subsequent data. 


Basin There are two types of basins: 1) a groundwater basin is a hydrologic unit consisting of one 
large aquifer, or several connecting and interconnecting aquifers; and 2) a surface water basin is a 
tract of land drained by a surface water body or its tributaries. 


Below land surface Depth below land surface regardless ofland surface elevation. 


Boulder Zone A highly transmissive, cavernous zone of dolomite within the Lower Floridan aquifer 
used to dispose of secondary-treated effluent from wastewater treatment facilities and concentrate 
from membrane water treatment plants via deep injection wells. 


Brackish water Water with a chloride concentration greater than 250 milligrams per liter (mg/L) 
andlessthan 19,000 mg/L. 


CanalA manmade waterway used for draining or irrigating land or for navigation by boat. 


Capacity The ability to treat, move, or reuse water. Typically, capacity is expressed in millions of 
gallons per day (mgd). 


Central and Southern Florida Flood Control Project (C&SF Project) A complete system of canals, 
storage areas, and water control structures spanning the area from Lake Okeechobeeto the east and 
west coasts and from Orlando south to the Everglades. It was designed and constructed during the 
1950s by the United States Army Corps of Engineers (USACE)to provide flood control and improve 
navigation and recreation. 


Commercial/Industrial/Institutional (CIT) Self-supplied water associated with the production of 
goods or provision of services by industrial, commercial, or institutional establishments. 


Comprehensive Everglades Restoration Plan (CERP) The federal-state partnership framework 


and guide for the restoration, protection, and preservation ofthe South Florida ecosystem. CERP also 
provides for water-related needs ofthe region, such as water supply and flood protection. 
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Confined aquifer An aquifer containing groundwater that is confined under pressure and bounded 
between substantially less permeable materials such that water will rise in a fully penetrating well 
above the top of the aquifer. In cases where the hydraulic head is greater than the elevation of the 
overlying land surface, a fully penetrating well will naturally flow atthe land surface without means 
of pumping or lifting. 


Confining unit A body of significantly less permeable material than the aquifer, or aquifers, that it 
stratigraphically separates. The hydraulic conductivity may range from nearly zero to some value 
significantly lower than that ofthe adjoining aquifers, and impedes the vertical movement of water. 
Conservation (see Water conservation) 


Consumptive use Any use of water that reduces the supply from which it is withdrawnor diverted. 


Control structure An artificial structure designed to regulate the level/flow of water in a canal or 
other water body (e.g., weirs, dams). 


Cubic feet per second (cfs) A rate of flow (e.g., in streams and rivers) equalto a volume of water 
1 foot high and 1 foot wide flowing a distance of 1 foot in 1 second. One cfs is equal to 7.48 gallons of 
water flowing each second. 


DBHYDRO The SFWMD's corporate environmental database, storing hydrologic, meteorologic 
hydrogeologic, and water quality data. 


Demand The quantity of water needed to fulfill a requirement. 
Demand management Reducing the demand for water through activities that alter water use 
practices, improve efficiency in water use, reduce losses of water, reduce waste of water, alter land 


management practices, and/or alter land uses. 


Dike An embankment to confine or control water, especially one built along the banks of a river or 
lake to prevent overflow of lowlands; a levee. 


Discharge The rate of water movement pasta reference point, measured as volume per unit of time 
(usually expressed as gallons per minute, cubic feet per second, or cubic meters per second). 


Disinfection The process of inactivating microorganisms that cause disease. All potable water 
requires disinfection as part of the treatment process prior to distribution. Disinfection methods 


include chlorination, ultraviolet radiation, and ozonation. 


Disposal Effluent disposal involves the practice of releasingtreated effluentback to the environment 
using ocean outfalls, surface water discharges, or deep injection wells. 


Domestic Self-Supply (DSS) Potable water used by households served by small utilities (less than 
0.10 mgd) or self-supplied by privatewells. 


Domestic wastewater Wastewater derived principally from residential dwellings, commercial 
buildings, and institutions; sanitary wastewater; sewage. 
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Drainage basin The land area where precipitation ultimately drains to a particular watercourse 
(e.g. river, stream) or body of water (e.g., lake, reservoir). Drainage basins in South Florida are 
defined by rule and periodically are redefinedtoreflect changes in the regional drainage network. 


Drawdown 1) The vertical distance between the static water level and the surface of the cone of 
depression. 2) Alowering of the groundwater surface caused by pumping. 


Drought A long period of abnormally low rainfall, especially one that reduces water supply 
availability. 


Ecology The study of the inter-relationships of plants and animals to one another and to their 
physical and biological environment. 


Ecosystem Biological communitiestogether with their environment, functioning as a unit. 


Ecosystem restoration The process of reestablishing to as near its natural condition as possible, the 
structure, function, and composition ofan ecosystem. 


Elevation The height in feet above mean sea level according to National Geodetic Vertical Datum of 
1929 (NGVD29) or North American Vertical Datum of 1988 (NAVD88). May also be expressed in feet 
above mean sea level as reference datum. 


Environmental impact statement An evaluation of the positive and negative environmental effects 
of a proposed agency action required under United States environmental law by the National 
Environmental Policy Act for federal government agency actions “significantly affecting the quality 
of the human environment.” 


Estuary A body of water found where a river meets the ocean thatis characterized by fresh water 
mixing with salt water. 


Evapotranspiration (ET) The total loss of water to the atmosphere by evaporation from land and 
water surfaces and by transpiration from plants. 


Exceedance The violation of the pollutant levels permitted by environmental protection standards. 
Exceedance (MFL) As defined in Rule 40E-8.021(17), F.A.C., to fall below a minimum flow or level, 
which is established in Parts II and III of Chapter 40E-8, F.A.C, for a duration greater than specified 
for the MFL water body. 

Finished water Water that has undergone a purification or treatment process; water thathas passed 
through all the processes in a water treatment plant and is ready to be delivered to consumers. 
Contrast with Raw water. 


Finished water demand (see Net water demand) 


Fiscal Year (FY) The South Florida Water Management District’s fiscal year begins on October 1 and 
ends on September 30 the following year. 


Florida Administrative Code (F.A.C.) The Florida Administrative Code is the official compilation of 
the administrative rules and regulations of state agencies. 
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Florida Department of Agriculture and Consumer Services (FDACS) An executive department of 
the Government of Florida. FDACS supports and promotes Florida agriculture, protects the 
environment, safeguards consumers, and ensures the safety and wholesomeness of food. The Office 
of Agricultural Water Policy works with agricultural producers, industry groups, the Florida 
Department of Environmental Protection, universities and water management districts to develop 
and implement agricultural best management practices, addressing water quality and water 
conservation. 


Florida-Friendly landscaping Quality landscapes that conserve water, protect the environment, are 
adaptable to local conditions, and are drought tolerant. The principles of such landscaping indude 
planting the right plant in the right place, efficient watering, appropriate fertilization, mulching, 
attraction of wildlife, responsible management of yard pests, recycling yard waste, reduction of 
stormwater runoff, and waterfront protection. Additional components include practices such as 
landscape planningand design,soil analysis, the appropriate use ofsolid waste compost, minimizing 
the use of irrigation, and proper maintenance. 


Florida Statutes (F.S.) The Florida Statutes are a permanent collection of state laws organized by 
subject area into a code made up of titles, chapters, parts, and sections. The Florida Statutes are 
updated annually by laws that create, amend, or repeal statutory material. 


Floridan aquifer system (FAS) A highly used, deep aquifer system composed of the Upper and 
Lower Floridan aquifers. Itis the principal source of water supply north of Lake Okeechobee and is 
highly mineralized south ofthe lake, requiring membrane treatment prior to use. 


Flow The actual amount of water flowing by a particular point over some specified time. In the 
context of water supply, flow represents the amount of water being treated, moved, or reused. Flow 
is frequently expressed in millions ofgallons per day (mgd). 


Fresh water An aqueous solution with a chloride concentration less than or equal to 250 mg/L. 


Geologic unit A geologic unit is a volume of rock or ice of identifiable origin and age range that is 
defined by the distinctive and dominant, easily mapped and recognizable petrographic, lithologic, or 
paleontologic features that characterize it. 


Gross (raw) water demand The amount of water withdrawn from a water resource to meeta 
particular need ofa water user or customer. Gross demand is the amountof water allocatedin a water 
use permit. Gross or raw water demands are nearly always higher than net or user/customer water 
demands to account for treatment and distribution losses. 


Groundwater Water beneath the surface ofthe ground, whetheror not flowing through known and 
definite channels. Specifically, that part of the subsurface water in the saturated zone, where the 
waterisunder pressure greaterthan the atmosphere. 

Groundwater recharge (see Recharge) 

Harm As defined in Chapter 40E-8, F.A.C, the temporary loss of water resource functions thatresults 


from a change in surface or groundwater hydrology andtakes a period ofone to two years of average 
rainfall conditions to recover. 
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Headwater(s) 1) Water that is typically of higher elevation (with respect to tailwater) or on the 
controlled side ofa structure. 2) The waters at the highest upstream point of a natural system that 
are considered the major source waters ofthe system. 


Hydrogeologic unit Any rock unit or zone that because of its hydraulic properties has a distinct 
influence on the storage or movement of groundwater. 


Hydrogeology The geology of groundwater, with emphasis on the chemistry and movement of 
water. 


Hydrologic condition(s) The state of an area pertaining to the amount and timing of water present. 


Hydrologic model A conceptual or physically based procedure for numerically simulatinga process 
or processesthat occur in a watershed. 


Hydrology The scientific study of the properties, distribution, and effects of water on the earth's 
surface, in the soil and underlying rocks, and in the atmosphere. 


Impoundment Any lake, reservoir, or other containmentofsurface water occupyinga depression or 
bedin the earth's surface and having a discernible shoreline. 


Infiltration The movement of water through the soil surface intothe soil under the forces of gravity 
and capillarity. 


Inflow 1) The act or process of flowing in or into. 2) The measured quantity of water that has moved 
intoa specificlocation. 


Injection well Refers to a well constructed to inject treated wastewater directly into the ground. 
Wastewater is generally forced (pumped) into the well for dispersal or storage in a designated 
aquifer. Injection wells are generally drilled below freshwater levels, or into unused aquifers or 
aquifers that do not contain drinking water. 


Irrigation The application of water to crops and other plants by artificial means to supplement 
rainfall. 


Landscapeirrigation The outside watering of shrubbery, trees, lawns, grass, ground covers, vines, 
gardens, and other such flora, not intended for resale, which are planted and are situated in such 
diverse locations as residentialand recreationalareas, cemeteries, public, commercial and industrial 
establishments, and public medians and rights-of-way. 


Landscape/Recreational (L/R) Self-supplied and reclaimed water used to irrigate golf, courses, 
sports fields, parks, cemeteries, and large common areas such as land managed by homeowners' 
associations and commercial developments. 


Levee An embankmentto prevent flooding or a continuous dike or ridge for confiningthe irrigation 
areas of land to be flooded. 


Level of certainty A water supply planning goal to assureat leasta 90% probability during any given 


year that all the needs of reasonable-beneficial water uses will be met, while sustaining water 
resources and related naturalsystems during a 1-in-10-year drought event. 
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Marsh A frequently or continually inundated unforested wetland characterized by emergent 
herbaceous vegetation adapted to saturated soil conditions. 


Million gallons per day (mgd) A rate of flow of water equal to 133,680.56 cubic feet per day, 
1.5472 cubic feet per second, or 3.0689 acre-feet per day. A flow of one million gallons per day for 
one year equals 1,120 acre-feet (365 million gallons). 


Minimum flow and minimum water level (MFL) A flow or level established by the SFWMD 
pursuant to Sections 373.042 and 373.0421, F.S., for a given water body, at which further 
withdrawals would be significantly harmful to the water resources or ecology of the area. 


Mobile irrigation lab (MIL) A vehicle furnished with irrigation evaluation equipment that is used 
to carry out on-site evaluations ofirrigation systems andto provide recommendations on improving 
irrigation efficiency. 


Model A computer model is a representation of a system and its operations, and provides a 
cost-effective way to evaluate future system changes, summarize data, and help understand 
interactions in complexsystems. Hydrologic models are used for evaluating planning, and simulating 
the implementation of operations within the SFWMD's water management system under different 
climatic and hydrologic conditions. Water quality and ecological models are also used to evaluate 
other processes vital to the health of ecosystems. Groundwater flow models are a numerical 
representation of water flow and water quality within an aquifer or aquifer system. 


Monitor well Any human-made excavation by any method to monitor fluctuations in groundwater 
levels, quality ofunderground waters, or the concentration of contaminants in underground waters. 


National Geodetic Vertical Datum of 1929 (NGVD29) A geodetic datum derived from a network 
of information collected in the United States and Canada.It was formerly called the"Sea Level Datum 
of 1929" or "mean sea level." Although the datum was derived from the average sea level over a 
period of many years at 26 tide stations along the Atlantic, Gulf of Mexico, and Pacific coasts, it does 
not necessarily represent local mean sea level at any particular place. As technology has improved 
and the demand for greater accuracy increased, inherent inaccuracies were uncovered in NGVD29. 
As aresult, NGVD29 has been superseded by the North American Vertical Datum (NAVD) of 1988. 


Natural system(s) A self-sustaining living system that supports an interdependent network of 
aquatic, wetland-dependent, and uplandliving resources. 


Outflow The measured quantity of water that has left an area or water body (through pumping or 
gravity) duringa certain period oftime. 


Per capita use 1) The average amount of water used per person during a standard time period, 
generally per day. 2) Total use divided by the total population served. 


Permeability The capacity of a porous rock, sediment, or soil for transmitting a fluid. 
Planning Area The SFWMD is divided into five areas within which planning activities are focused: 
Upper Kissimmee Basin (partofthe Central Florida Water Initiative), Lower Kissimmee Basin, Upper 


East Coast, Lower West Coast, and Lower East Coast. 


Potable water Water that is suitable for drinking, culinary, or domestic purposes. 
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Potentiometric head The level to which water will rise when a well is placed in a confined aquifer. 


Power Generation (PG) The difference in the amount of water withdrawn by electric power 
generating facilities for cooling purposes and the water returned to the hydrologic system near the 
point of withdrawal. 


Priority Water Bodies List and Schedule Required in Section 373.042(2), F.S. of the state's five 
water management districts to provide the Florida Department of Environmental Protection with an 
annual list and schedule of specific surface waters and groundwaters with minimum flows and levels 
and water reservation rules that willbe adoptedto protect them from the effects of consumptive use 
allocations. 


Process water Water used for nonpotable industrial use, e.g., mixing cement. 


Public Supply (PS) Water supplied by water treatment facilities for potable use (drinking quality) 
with projected average pumpages greater than0.10 million gallons per day. 


Public Supply (PS) demand All potable (drinking quality) water supplied by water treatment plants 
with projected average pumpages of 0.10 million gallons per day or greater to all types of customers, 
not just residential. 


Rapid infiltration basin A disposal method by which treated wastewater is applied in deep and 
permeable deposits of highly porous soils for percolation. 


Raw water 1) Water that is direct from the source—groundwater or surface water—without any 
treatment. 2) Untreated water, usually that entering the first unit ofa water treatment plant Contrast 
with Finished Water. 


Raw water demand The amount of water that must be withdrawn from the groundwater or surface 
water system to meet a particular need. Withdrawal demands are almost always higher than 
user/customer demands because of treatmentand process losses, and inefficiencies associated with 
delivering water from the source tothe end user. 


Reasonable-beneficial use Use of water in such quantityas is needed for economic and efficient use 
for a purpose, which is both reasonable and consistent with the public interest. 


Recharge (groundwater) The natural or intentional infiltration of surface wateror reclaimed water 
intothe ground to raise groundwater levels. 


Reclaimed water Water that has received atleast secondary treatment and basic disinfection andis 
reused after flowing out of a domestic wastewater treatment facility [Rule 62-610.200, F.A.C]. 


Recovery The rate and extent of return of a natural population or community to some aspect(s) of 
its previous condition. Because of the dynamic nature of ecological systems, the attributes of a 


"recovered" system should be carefully defined. 


Reservoir An artificial or natural water body used for water storage. Reservoirs can be above or 
below ground. 


Restoration The recovery of a natural system's vitality and biological and hydrological integrity to 
the extentthatthe health and ecological functions are self-sustaining over time. 
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Restricted allocation area An area designated withinthe South Florida Water Management District 
boundaries for which allocation restrictions are applied regarding the use of specific sources of 
water. The water resources in these areas are managed in response to specific sources of water in 
the area for which there is a lack of water availability to meet the projected needs ofthe region from 
that specificsource of water. 


Retrofit 1) Indoor: The replacement of existing water fixtures, appliances, and devices with more 
efficient fixtures, appliances, and devices for the purpose of water conservation. 2) Outdoor: The 
replacement or changing out ofan existing irrigation system with a more efficient irrigation system, 
such as a conversion from an overhead sprinkler system to a micro-irrigation system. May also 
include rain or soil moisture sensors to increase efficiency. 


Reuse The deliberate application of reclaimed water for a beneficial purpose. Criteria used to classify 
projects as "reuse" or "effluent disposal” are contained in Rule 62-610.810, F.A.C. The term "reuse" is 
synonymous with “water reuse.” 


Reverse osmosis A treatment process for desalting water using applied pressure to drive the feed 
water (source water) through a semipermeable membrane. 


Rule(s) Ofor pertainingtothe SFWMD'sregulatory programs, which areset forth in various statutes, 
codes, and criteria. 


Runoff That component of rainfall, which is not absorbed by soil, intercepted and stored by surface 
water bodies, evaporated to the atmosphere, transpired and stored by plants, or infiltrated to 
groundwater, but whichflows toa watercourse as surface water flow. 


Salinity Of or relatingto chemical salts, usually measured in milligrams per liter (mg/L), or practical 
salinity units. 


Salt water (see Seawater or Salt water) 


Saltwater interface The hypothetical surface of chloride concentration between fresh water and 
seawater where the chloride concentration is 250 mg/L at each point on the surface. 


Saltwater intrusion The invasion of a body of fresh water by a body of salt water due toits greater 
density. It can occur either in surface water or groundwater bodies. The term is applied to the 
flooding of freshwater marshes by seawater, the upward migration of seawater into rivers and 
navigation channels, and the movement of seawater into freshwater aquifers along coastal regions. 


Seawater or Salt water Water with a chloride concentration at or above 19,000 mg/L. 


Seepage The passage of water or other fluid through a porous medium, suchas the passage of water 
through an earth embankmentor masonry wall. Groundwater emerging on the face ofa stream bank; 
the slow movement of water through small cracks, pores, interstices, etc., ofa material into or out of 
a body of surface or subsurface water. The interstitial movement of water that may take place 
through a dam, its foundation or its abutments. The movement of water by infiltration into the soil 
from a canal, ditches, laterals, watercourse, reservoir, storage facilities, or other body of water, or 
from a field. Seepage is generally expressedas flow volume per unit of time. 


Serious harm As defined in Chapter 40E-8, F.A.C., the long-term, irreversible, or permanent loss of 
water resource functions resulting from a change in surface water or groundwater hydrology. 
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Service area The geographical region in which a water supplier has the ability and the legal right to 
distribute waterfor use. 


Significant harm As defined in Chapter40E-8, F.A.C., thetemporary loss of water resource functions 
thatresults from a change in surface water or groundwater hydrology and takes more than 2 years 
to recover, but which is considered less severe than serious harm. 


Stormwater Water that does not infiltrate but accumulates on land as a result of storm runoff, 
snowmelt, irrigation, or drainage from impervious surfaces. 


Stormwater discharge Precipitation runoff from roadways, parking lots, and roof drains that is 
collected in gutters and drains. A major source of nonpoint source pollution to water bodies and 
sewage treatment facilities in municipalities where stormwater is combined with the flow of 
domestic wastewater (sewage) before enteringthe wastewater treatment facility. 


Stormwater treatment area (STA) A system of constructed water quality treatment wetlands that 
use natural biological processes to reduce levels of nutrients and pollutants from surface water 
runoff. 


Surface water Water above the soil or substrate surface, whether contained in bounds, created 
naturally or artificially, or diffused. Water from natural springs is classified as surface water when it 
exits from the spring onto the earth's surface. 


Surficial aquifer system (SAS) Often the principal source of water for urban uses. This aquifer is 
unconfined, consisting of varying amounts of limestone and sediments that extend from the land 
surface to the top of an intermediate confining unit. 


Treatment facility Any facility or other works used for the purpose of treating, stabilizing, or holding 
water or wastewater. 


Tributary A stream that flows intoa larger stream or other body of water. 


United States Army Corps of Engineers (USACE) As part of the Department of the Army, the USACE 
has responsibilities in civil and military areas. Incivil works, the USACE has authority for approval of 
dredge and fill permits in navigable waters and tributaries thereof; the USACE enforces wetlands 
regulations, and constructs and operates a variety of water resources projects, mostly notably levee, 
dams, and locks. 


United States Geological Survey (USGS) The federal agency chartered in 1879 by Congress to 
classify public lands, and to examine the geologic structure, mineral resources, and products of the 
national domain. As partofits mission, the USGS provides information and dataon the nation’s rivers 
and streams that are useful for mitigation of hazards associated with floods and droughts. The USGS 
works with partners to monitor, assess, conduct targeted research, and deliver information on a wide 
range of water resources and conditions, including streamflow, groundwater, water quality, and 
water use and availability. 


Utility Any legal entity responsible for supplying potable water for a defined service area. 


156 | Glossary 


Violation (MFL) As defined in Rule 40E-8.021 (18), F.A.C, to fall below an adopted minimum flow or 
level criterion for a duration and frequency greater than specified for the MFL water body. Unless 
otherwise specified herein, in determining the frequency with which water flows and levels fall below 
an established MFL for purposes of determining an MFL violation, a "year" means 365 days from the 
lastday of the previous MFL exceedance. 


Wastewater The combination of liquid and water-carried pollutants from residences, commercial 
buildings, industrial plants, and institutions together with any groundwater, surface runoff, or 
leachate that may be present. 


Water conservation The permanent, long-term reduction of daily water use. Permanent wateruse 
reduction requires the implementation of water saving technologies and measures thatreduce water 
use while satisfying consumer needs. Water conservation is considered a demand management 
measure because it reduces the need for future expansion of water supply infrastructure 
(see Demand management). 


Water conservation rate structure A water rate structure designed to conserve water. Examples 
of conservation rate structures include increasing block rates, seasonal rates, and quantity-based 
surcharges. 


Water management The general application of practices to obtain added benefits from 
precipitation, water or water flow in any of a number of areas, such as irrigation, drainage, wildlife 
and recreation, navigation, water supply, watershed management,and water storage in soil for crop 
production. Watershed management is the analysis, protection, development, operation, or 
maintenance ofthe land, vegetation, and waterresources ofa drainage basin for the conservation of 
all its resources for the benefit of its residents. Watershed management for water production is 
concerned with the quality, quantity and timing ofthe water which is produced. 


Water quality 1) A term used to describe the chemical, physical, and biological characteristics of 
water, usually in respect to its suitability for a particular purpose. 2) The physical, chemical, and 
biological condition of water as applied to a specific use. Federal and state guidelines set water 
quality standards based on the water's intended use, whether it is for recreation, fishing, drinking 
navigation, shellfish harvesting, or agriculture. 


Water reservation A legal mechanismto set aside water for the protection of fish and wildlife or the 
public health and safety from consumptive water use. The reservation is composed ofa quantification 
of the water to be protected, which includes a seasonal and a location component. 


Water resource development The formulation and implementation of regional water resource 
management strategies, including collection and evaluation of surface water and groundwater data; 
structural and nonstructural programs to protect and manage the water resources; development of 
regional water resource implementation programs; construction, operation and maintenance of 
major public works facilities to provide for flood control, surface and groundwater storage, and 
groundwater recharge augmentation; and related technical assistance to local governments and to 
government-owned and privately owned water utilities [Section 373.019, F.S.]. 


Water reuse (see Reuse) 
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Watershed A region or area bounded peripherally by a water parting and draining ultimately to a 
particular watercourse or body of water. Watersheds conform to federal hydrologic unit code 
standards and can be divided into subwatersheds and further divided into catchments, the smallest 
water management unit recognized by SFWMD Operations. Unlike drainage basins, which are 
defined by Rule, watersheds are continuously evolving as the drainage network evolves. 


Water Shortage Plan(s) This effort includes provisions in Chapters 40E-21 and 40E-22, F.AC, and 
identifies how water supplies are allocated to users during declared water shortages. The plan allows 
for supply allotments and cutbacks to be identified on a weekly basis based on the waterlevel within 
Lake Okeechobee, demands, time of year, and rainfall forecasts. 


Water supply development The planning, design, construction, operation, and maintenance of 
public or private facilities for water collection, production, treatment, transmission, or distribution 
for sale, resale, or end use [Section 373.019, F.S.]. 


Water Supply PlanDetailed water supply plandevelopedby the water management districts under 
Section 373.709, F.S., providing an evaluation of available water supply and projected demands at 
the regional scale. The planning process projects future demand for at least 20 years and 
recommends projects to meet identified needs. 


Water table The surface of a body of unconfined groundwater at which the pressure is equalto that 
of the atmosphere; defined by the level where water within an unconfined aquifer stands in a well. 


Water use Any use of water that reduces the supply from which it is withdrawn or diverted. 
Water use permitting The issuance of permits by the South Florida Water Management District, 
under the authority of Chapter 40E-2, F.A.C., allowing a specified quantity of water withdrawal for 


consumptive use over a specified time period. 


Wellfield One or more wells producing water from a groundwater source. A tract of land that 
contains a number of wells for supplying a large municipality or irrigation district. 


Wetland An area that is inundated or saturated by surface water or groundwater with vegetation 
adapted for life under those soil conditions (e.g., swamps, bogs, marshes). 


Withdrawal Water removed from a groundwater or surface water source for use. 


Yield The quantity of water (expressedas rate offlow or total quantity peryear) thatcan be collected 
for a given use from surface or groundwater sources. 
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